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BIDENT ASKS 


ARTYTOKEEP 


JBERAL POLICY 


terns Conservatism Would 


iDefeat Democrats In ’40 


And Invites Loyalty 


Br Th* AwMK»at*d Tr***. 
W A S H IN G T O N . April 20.— Prest- 
_ t 
Roosevelt's 
assertion 
that 
option of "conservative 
prinei- 
^s would doom the Democratic 
rty in 1940 highlighted today ap­ 
sis from administration leaders 
r a continuance of present pon­ 
es. 
"In the campaign we are now ap- 
oaching there is just one agency 
tent enough to defeat the Demo* 
atle party, and that is the Demo* 
atle party itself,” Mr. Roosevelt 
Id in a letter last night to a jun* 
r Jackson day dinner. 
‘Can Commit Suicide’ 
'■ "It can commit suicide by aban* 
„nm ent of the policies that brought 
t to power. 
There is no use fool* 
g ourselves. 
If we are to have a 
actionary regime— or if that term 
too horrific—call it a conserva- 
ve regime, you may depend on it 
a t It will be the other fellow s 
gime.” 
The President's advice to keep 
'straight ahead'' was echoed in ad- 
yesses by Democratic Chairman 
arley and Majority Leaders Bark- 
y and Rayburn of the senate and 
u8e 
Farley 
said 
Democrats 
would 
and on the record of the Roose- 
■elt administration as the party's 
-rtnanetit platform." 
Mr. Roosevelt's 
letter declared 
at neither the Republicans nor 
e Democrats could elect a prest* 
ent without winning "the ten or 
re millions of votes that are 
ast for ideas and ideals, rather 
an because of the emblem al the 
op of the ticket." 
Declaring that independent vol- 
rs would quit the Democrats if the 
arty’* principles were shifted, the 
hlef executive said: 
Impossible To Please Alt 
"W e can also destroy our chances 
iy fratricide. 
No victories are won 
shooting at each other. 
There 
ver was, aud never w ill be, a 
illtical party whose policies abso- 
ly fit the views of all its mein- 


Where men are at variance with 
course their party is taking, it 
is to me there are only two 
rable courses— to join a party 
more accurately mirrors their 
or to subordinate their preju- 
and remain loyal." 
s suggestion, reiterating state- 
made by the President dur* 
he I!*:;8 campaign and in a 
ry address, was generally ac- 
here as referring Jo anti- 
istration D e rn o c r a t s. 
Mr. 
ave It pointed out that dissent* 
re within their rights in trying 
ange the party program, but 
d ' 
Incidentally, the progress of our 
leal car is not helped by the 
or of the back-seat drivers who 
t out the apparent smoothness 
he detours of compromise and 
terfuge. and 
complain of th© 
I of our going.” 
No Landslide Seen 
arley told th© young Democrats 
rranged the dinner that the 
rty should 
not 
"delude" 
itself 
to thinking another landslide was 
rtain in 194". 
H a (briared. how­ 
le r, that he believed a Democrat 
Fould be elected president. 
W h ile th© voung Democrats were 
imng in the capital, 
Alfred 
E. 
Imith was discussing next year’s 
ampaign with reporters in New 
ork. 
I’T m bewildered by It.” said the 
Betime 
Democratic 
presidential 
ominee, who supported the Repub- 
lean candidate in ltm , 
"B u t I 
lon't see any use changing (par­ 
es! unless it can improve condi­ 
t e . 
H i "Th© man 
who goes 
into 
the 
presidency in 1940 has got to go in 
Without thinking of a second term. 
• "A he won t do any good— because 
tho man who cleans up the mess is 
iping to make himself so damn un* 
■ipular he ll be like a Gillette at a 
“ ^fcrber'a convention." 


DAD SHOWS THE WAY FOR A BOY’S AMBITION 


S 
U P R E M E admiration was registered by seven-year-old W illiam l>. 
"Bum ble" Douglas Jr., when he saw his father become an asso­ 
ciate justice of the United States Supreme Court in Washington. The 
law' book, for the moment, is forgotten. 


COMPLETE MINE STATE EXECUTES 
TIEUP SET MAY 5 3 POLICE KILLERS 


Lewis Threatens National Chapman First To Die Then 


DUCE REJECTS ROOSEVELT'S 
APPEAL FOR 10-YEAR PEACE 


CIVIL SERVICE 


TESTS ORDERED 


FOR CAPTAINCY 


Police To Take Examination 


Monday; Hilbert Assigned 


To Commission Post 


H itler TriesToW oo BirthdayQ 
nOf Axis 


Shutdown Over Pact 


WHEN THE RAINS COME 
THEY STAY— TOO LONG 


JjP to re rain is in the offing for 
“ 
n it 
r n M n l i 
attar 
Wednes- 
[’a lull in the seige of wet weath- 
hat gripped th© Ohio valley for 
flast week 
Lttendanta at dam 
ft reported 
k a tra il’ of ram Jor the last S i­ 
p s but the I ora I 
weatherman 
lises more showers early Fri- 
with 
slowly rising tempera- 
As 
ie dam reported a high tem- 
Attire of 53 Wednesday. The 24- 
f low was 41 at 6 a rn today. 
|cials also reported the river 
ig 
The 
noon 
level 
wa* 
20 


RI-STATE WEATHER 


[W E S T V IR G IN IA —Cloudy lo- 
It, Friday cloudy and slightly 
H e r 
followed 
by showers in 


ASTERN PENNSYLVANIA - 
ly cloudy, warmer in west to- 
I: Friday cloudy and warmer 
Hed by scattered showers in 


[m S T E M P E R A T U R E S — W ed­ 
gy noon 52. Wednesday 6 p. 
«. 5V*dnesday midnight 45. to- 
I a ta. 44. today noon SO. Max- 
| 52. minimum 44. Preopation 
of rain. 


Br Th* A MMK-lated Pre**. 
N E W Y O R K . April 20.— A com­ 
plete shutdown of the nation's toft 
coal mines on May a, unless a new 
contract is signed before that date. 
has been ordered by tjie United 
Min© W orkers. 
The order, climaxing a six weeks 
deadlock in negotiations between 
the union and operators for the 
sight-state Appalachian area, threat­ 
ened to pull 125,000 men from bi­ 
tuminous workings in 13 states. Ap­ 
proximately 350,000 have bean idle 
In the Appalachian region and in 
Alabama since 
the old 
two-year 
contract died April I. 
CIO Chairman John L. 
Lewis, 
who heads the min© workers, also 
has said he would call out 100,000 
anthracite miners, if necessary to 
force an 'agreement. This would 
leave 585.000 miners idle and in­ 
crease the growing menace of a na­ 
tional coal shortage. 
Lewis and other union leaders be­ 
gan conferring two days ago with 
hard coal operators for a new con­ 
tract to rcplac© the three-year anth­ 
racite industry 
agreement 
which 
expires April 30. 
His action in th© bituminous dis­ 
pute came in the form of an oi*der 
to district leaders in the 13 outly­ 
ing states to give th© operators the 
15-days’ 
notice 
required 
before 
closing the mines. 
Th© contract for th© Appalachian 
states, where 70 percent of the soft 
foal is mined, is basic for the In­ 
dustry. Since April I* bituminous 
miners 
in 
the 
non-Appalachian 
states have worked under tempor­ 
ary agreements pending the out­ 
come of negotiations here. 
A demand by the union for the 
elimination of penalty clauses fin­ 
ing the union S I to 12 a man for 
members involved in illegal strikes 
has deadlocked th© negotiating sub­ 
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SCHOOLS WILL CLOSE 


TO HONOR EDUCATOR 


Rites For Miss Andrews To 


Be Held Friday At 3 


Th© East Liverpool district pub­ 
lic schools w ill close Friday at 2:30 
P. rn. in respect to Miss M ary A. 
Andrews, principal at the Third st. 
school, who died in the City hos­ 
pital Tuesday night. 
Teachers and many students in 
the school will attend funeral ser­ 
vices. which will be held in the 
First United Presbyterian church 
at 3 p. m. in charge of Rev. Clyde 
II. Canfield, the pastor. 
Members 
and former 
members 
of the board of education, school 
officials and 
associates of 
Miss 
Andrews m her school work here, 
will b© honorary pallbearers at the 
funeral. They include G. S. Thomp­ 
son. H arry Altman. Dr. J. T. W il­ 
liamson. W illiam W atkin and K. D. 
Dotson, members of the board of 
education; 
Emmett 
J. 
Gaston, 
clerk-treasurer; 
H. G. Means, su­ 
perintendent 
of 
schools; 
J. 
T. 
Croxall and John W . Vodrey. form­ 
er members of the board, and T. 
V. Milligan. Thomas Sant and Am­ 
brose Webber. 
Active 
pallbearers will 
include 
Vance Andrews. Matthew Andrews, 
Carl Gaston. W illiam J . Curry Jr.. 
and Matthew A. Curry, cotiains, and 
W illiam Ridge. 
Burial w ill be made in Riverview 
cemetery. 
Friend* may cal! at th© Dawson 
funeral borne in West Fifth st. to­ 
night. 


Dingledines Follow 


Bs Th* A mo* is 1*4 Pr*»». 
C O LU M BU S. O.. April 20.— In 28 
minutes of sweat-soaked suspense, 
the state of Ohio last night execut­ 
ed a father, son and their gangster 
pal for the murder .of two Spring­ 
field peace officers. 
A record crowd of about 150 men. 
gasping with th© heat and pressure 
in 
the 
clos© packed 
little 
death 
chamber at Ohio penitentiary, w it­ 
nessed th© electrocutions. 
la the order of their death, th© 
killers were H arry Chapman, 37- 
year-old Chicagoan; Henry Dingle* 
dine, 
29-year-old 
Springfield 
bad 
boy; and H en rys father. H arry, a 
ruddy-faced, 
white-haired 
man of 
56. 
They 
overmatched 
police 
ma­ 
chine guns with their pistol fire 
when their robbery hideout at Crys­ 
tal lake was surrounded Sept. 3, 
1937. 
2 Officers Killed 
Patrolman Martin Randolph and 
Deputy Sheriff Edward Fu rry were 
(shot dead, as was one of th© ban­ 
dits. Robert Cornette. Chapman and 
young Dingledine were wounded. 
At 8:03 p. rn. last night. Chapman 
stepped into the whito-walled death 
cubicle. 
Clearing his throat and peering 
through his spectacles, he remarked 
in a conversational tone: 
"Gentlemen, you are here to wit­ 
ness an execution, and I have a few 
words to say." 
Sitting in the chair, he nervously 
referred to a notation in his hand. 
“ I am not a murderer." he added 
slowly, • “ A robber— I admit that— 
but not a murderer. 
“ The Dingledines are going to 
follow me here. 
They will probably 
slander me and say I did it. 
But 
what I said ou the witness stand 
wras truer I don I know who did the 
killings.” 
He 
went 
on 
to 
say 
that 
his 
crimes were covered in a 60,000- 
word story written during his 13 
months in death row and held by 
his brother. John, who is serving a 
bank robbery sentence in Ohio pen­ 
itentiary. 
Father, Son Baptized 
Acting 
Warden 
W . F. 
Anirin© 
gave a signal, and the current was 
applied at 8:08 p. rn. At 8:13 p. rn. 
Dr. George 
W . 
Kell. 
the 
prison 
physician, 
announced 
Chapman 
dead.. 
Several men in 
the freely-per­ 
spiring crowd collapsed before the 
leather mask was removed to dis­ 
close Chapman s distorted features. 
W ithin two minutes. Henry Ding­ 
ledine, 
another 
former 
convict, 
sauntered into (he room. W ith a 
gesture of bravado, he flipped aside 
a cigaret, called goodbye to ac­ 
quaintances; and shook hands with 
Rev. Herbert Smith 
Dayton pas­ 
tor. and Rev. K. E. Whit, Protes­ 
tant chaplin. 
Rev. W all had baptized Henry 


Safetv-Servlce Director Jam es R. 
Hall w ill call for civil service ex­ 
aminations Monday night to fill the 
police captain vacancy caused by 
the demotion of J. Norman M cFar­ 
land to the rank of patrolman. 
Mayor I^ee Copenha\er altered 
bis original plans for filling the 
post at a second conference with 
Chief of Police Hugh J. McDermott 
and officers Wednesday afternoon. 
The mayor announced earlier in 
the week that each of seven eligi­ 
ble oft leers would be given a 30- 
day trial period as captain before 
the final selection was made. 
A t the same time, Mr. Copen- 
haver appointed Stanley T. Hilbert, 
real estate and insurance broker, to 
the civil service commission. 
Succeeds H. J. Barth 
Mr. Hilbert, a Republican, suc­ 
ceeds H. J. Barth resigned. He will 
serve an unexpired term of eight 
months and l l days. Conrad Good- 
ballet and W illiam J. Hamer are 
Democratic members of the com­ 
mission. which w ill have charge of 
the competitive examinations. 
Civil service examinations also 
will be given any East Liverpool 
men from 21 to 25 years old. desir­ 
ous of serving as extra officers. Mr. 
Copenhaver said. 
These examina­ 
tions probably w ill be conducted 
Tuesday night. 
"The new man, at present,’’ Mr. 
Copenhaver explained, "w ill serve 
principally 
to 
handle 
crowds at 
football games this fall and on any 
other occasions when needed. 
"T h ey also wtll be placed on the 
waiting list for advancement to 
regular patrolman should the ne­ 
cessity arise and the training as 
extra police will serve as a founda­ 
tion for any other activity on the 
force.’’ 
About 
IO 
men 
will 
be 
chosen from this group. 
Assures No Partiality 
Mayor Copenhaver said he de­ 
cided on competitive examinations 
for the captaincy to quit any rum­ 
ors of favoritism and to assure of­ 
ficers no partiality would be shown 
In making the selection. 
“ The man with the highest grade 
will get the Job." he emphasised. 
The mayor pointed out to police 
at Wednesday’s conference that he 
"wanted the npw captain to be boss 
of his patrolmen, but at the same 
time work in harmony with them." 
"It is necessary that you all co­ 
operate for tile best interest of the 
force,’’ he said. 
Officers eligible to take th© ex­ 
amination for captain are W illiam 
A. Lister. Chester Smith, Herman 
Roth, Leslln Curran. Georg© K id ­ 
der. Elw yn Shenkel and John Rich­ 
ards. 
Mr. Copenhaver said the examin­ 
ations probably will be held at the 
high school building. 
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MRS. LINDBERGH AND 2 
SONS LEAVE FOR U. S. 


B t T a* A u w itld Pr*M . 
L E H A V R E. France. April 20 — 
Mrs. Charles A. Lindbergh sailed 
today fo rjs’ew Yowk with her two 
sons 
and 
a 
nurse 
aboard 
the 
French liner Champlain. 
They w ill join Lindbergh in the 
United States. 
Lindbergh sailed on the Aqui- 
tania April 8. 
(H e is now in W ash­ 
ington, where the war department 
bas called him to active duty to 
make a survey of United States 
aviation facilities). 
Mrs. Lindbergh declined to talk 
to reporters who approached her 
on th© dock 
Boarding the ship. 
sh© and b©r familg remained in 
it heir cabins. 


■ H & i 


LABOR COUNCIL JOINS 


FOES OF COURT BILL 


Votes To Affirm Action Of 


Officers Against Plan 


S ilty 
memb®rs of Trades and 
Labor council Wednesday night af­ 
firmed the action of their offlc' a 
by voting unanimously to go on 
record as opposed to th© Colum­ 
biana County Bar association s pro­ 
posal for a second common pleas 
court in the county. 
Th©officer* last week wired Sen. 
Roy N. Merryman of Steubenville 
and Rep. John P. Stephenson of 
East Liverpool of their objections 
to the bill, which was introduced 
iii both houses of the general assem­ 
bly and on which bearings will be 
concluded by the senate judiciary 
committee next Wednesday after­ 
noon. ’ 
Before voting, the labor group 
was read th© Chamber of Com­ 
merce report, which found "no need 
for a second court," and a commit­ 
tee of George Salsberry, president, 
R. A Yost and T. H. Cartwright re­ 
ported on a conference with Charles 
Boyd of East Liverpool, immediate 
past president of th© bar and Judge 
Homer W. Hammond of Columbi­ 
ana. proponents of the measure. 
One delegate reminded the coun­ 
cil that before a municipal court 
w as established here, sponsors beld 
out the promise of relief for the 
common plea* court, and was in­ 
clined 
to 
view 
skeptically 
th© 
agitation for more relief. 
Meanwhile. C. of C. and trades 
ar * labor officials prepared to go 
to Columbus next Wednesday to 
present their objections to the bill 
before the senate committee, which 
already has beard spokesmen for 
the bar. 


C 
H A N C E L L O R Adolph H itler and Foreign M inister Gregoire Gafencu of Rum ania confer in Berlin aa 
Germany and Italy move to counteract the influence of Great Britain and France among the Balkan 
states. Oaf en cu was sent to Berlin ostensibly as Rum ania’s official representative at th© speciat cere­ 
monies marking H itler’s 50th birthday, a gala event in Germany. 


Gigantic New Gans Awe Military Observers 
At Parade For 
FuehrersSO th Anniversary 


WPA TO EXPLAIN 
Celebration Stresses Nazis* 


Extensive Defense And 
LAYOFFS IN CITY 
Army Developments 


, Baseball T icker FoutUi Tavern 
— Ad. 


District Heads Will Speak 


Before Workers Friday 


A representative of district W P A 
headquarters af Akron will appear 
at city hall Friday night at 7:30 to 
explain the recent layoff of some 
2(H) East Liverpool men employed 
on projects over the county, city 


officials said today. 
Safety-Service Director Jam es R. 
Hall contacted 
the Akron office 
this morning and w a s’given assur­ 
ance a 
representative 
would 
be 
here. 
Fred Roose, director of the 
office, is out-of-town and may not 
b© able to make the trip, Mr. Hall 
said. 
Commissioners 
Invited 
Columbiana county commission­ 
ers and dismissed W P A workers 
have been invited to attend the 
meeting. 
Mayor Lee Copenhaver and Mr. 
Hall have been plagued the last 
few days with workers demanding 
to know the reason for the whole­ 
sale dismissal and have arranged 
the Friday parley to obtain an ex­ 
planation from W P A officials. 
Mr. Copenhaver and 
Mr. 
Hall 
went to Lisbon yesterday for a con­ 
ference 
with 
the 
commissioners 
only to find them out-of-town. 
Meanwhile, a petition prepared 
by a committee representing th© 
dismissed W P A workers for for­ 
warding 
to 
President 
Roosevelt 
received indorsement of Trade* and 
Labor 
council 
Wednesday 
night, 
members of the committee said to­ 
day. 
Trades Council Approves 
Th© committee met 
with the 
trades group at its regular session 
in N B O P. hall. 
A letter, charging abusive meth­ 
ods in the administration of W P A 
in th© state and partiality In dis­ 
missals. already has been sent to 
th© President. 
It claims most of 
the men released were heeds of 
families with three or more de­ 
pendents and that only one man 
registered with them as dismissed 
has been given form 107. W P A ’s 
notice of shirking on the job. 
Richard Yontz has been named 
to the seven-member W P A workers 
committee, replacing Jam es Babb, 
resigned. 
Other members are E v ­ 
erett Holland, D. 
Dailey Dingey, 
Ralph M. Diddle, Edward D. Rager, 
Harold Flowers and John David. 


YOUTH SUFFERS SKULL 
FRACTURE IN ACCIDENT 


Charles Campbell, 13. son of Mr. 
and Mrs. Ollie Campbell, who re­ 
side on the old Lincoln highway 
near Apples Corners, is in City hos­ 
pital suffering from 
a 
fractured 
skull and a leg fracture sustained 
in an auto accident about 10:30 
a. rn. 
The boy was driving an automo­ 
bile to the mail 
box when 
the 
machine 
crashed 
Into 
a 
trailer 
truck. 
He 
was 
brought to 
City 
hospital 
by 
a 
passing 
Pennsyl­ 
vania motorist. H is .condition was 
said to be serious. 
Officer R. K. Jones of the state 
highway 
patrol 
from 
th© 
Salem 
substation was assigned to investi­ 
gate the accident. 


Br Th* A tsar Isled Pr**» 
B E R L IN . April 30— Adolf H id er 
proudly showed off mammoth new 
types of long range air defense 
guns under th# keen eyes of the 
w orlds 
m ilitary obsorv©rs today 
as part of Germ any’s celebration 
of his 60th birthday. 
Th© artillery obviously awed the 
observers from abroad. There were 
no real flues ss to the calibers 
of th© gigantic new weapons. 
Great emphasis was placed on 
tho extensiveness of army air de- 
fense units. 
Gun Pictures Banned 
The heavy artillery of the air 
force included types of guns never 
seen 
publicly 
before 
in 
Berlin. 
Authorities enforced strict orders 
against photographing them.* 
Bo large were aonie of th© weep 


o h s that four trucks were assigned 
lo carry the parts of ©ach, one 
truck transporting the barrel. 
/ dozen or so of these weapons 
had th© words, "fifty-fiv® atmos­ 
pheres’’ on them, others the words, 
"fifty-eight atmospheres’* 
Hitler looked straight ahead at 
most of the passing troops with his 
hand outstretched in the Nazi sa­ 
lute, But in th© case of a unit of 
parachute Jumpers, h© gazed after 
therru approvingly, oven when they 
had Tong passed the stand. 
Spectators wondered how much 
of th© new equipment shown for 
th© first time originated In Czecho­ 
slovakia, whose great arms works 
passed to German control with the 
dismemberment of the republic. 
Geist Attends For U- 8- 
The United States was represent- 
©d st th© review by Charge 
D ’Af- 
fsires 
Raymond 
H. Geist. 
The 
United States embassy 
flew 
the 
stars and stripe* In keeping with 
the custom for such events. B ri­ 
tain’s 
and 
France’s colors 
also 
were displayed at their embassies. 
Much com meat ©d on 
was 
th© 
fact that Papal Nuncio Cesare Or- 
senigo headed the diplomatic corps 
in the grandstand directly oppos­ 
ite 
H itler’* 
canopied 
reviewing 
stand. Th© 
Vatican’s 
representa­ 
tive was seen to use his binoculars 
interestedly. 
It was a triumphant day In the 
life of the W orld w ar corporal who 
beearn© “ augmentor of th© reich " 
He wa© mad© sn honorary citizen 
of Danzig Free City In a ceremony 
at the chancellery before the par- 
ad© started. 
So far as Danzig, part of Ger­ 
many’s w ar lo*t territories, 
was 
concerned that appeared to be the 
only 
development. 
There 
is 
a 
strong movement In th© Nazi-domi­ 
nated Free City for return to the 
reich and there had been rumor* 


HOUSE RATIFIES 
PAROLEREFORM 


Settlement Of Tax Ripper 


Dispute Now Sought 


Br TIM Awm*i*1*4 Pre#*. 
C O LU M B U S , O , April 2U— W ith 
th© parol© hoard reorganization bill 
approved by th© hon*©, leaders of 
th© Ohio legisiatur© sought today 
a quick settlement of difference* 
over legislation to shake up the 
tax commission. 
J. H arry McGregor, Republican 
majority leader in the house, pre­ 
dicted (ompromls© amendments for 
th© tax hill would he agreed upon 
by a 
conference committee and 
brought up for a 
vote 
in 
both 
branches of the assembly before 
nightfall. 
Th© measur© would abolish the 
present four-member stat© tax com­ 
mission and replace It with a single 
commissioner and 
three-member 
appeals hoard, 
(/nee the amend­ 
ments ar© approved, th© bill will 
be ready for Gov. John W . Brick­ 
er© signature. 
The parole bill, passed by the 
house, KH) to 29. went back to the 
senate where speedy concurrence 
in amendments was expected This 
done, Gov. Bricker wilt appoint a 
three-member pardon and parole 
commission as a substitute for the 
four-m©nib*r parole board appoint­ 
ed by former Gov. Martin L. Davey. 
Besides abolishing’ the board, the 
bill recodifies laws relating to par­ 
dons, paroles and commutations, 
opens records of the commission 
to the public, and is designed to 
expedite the handling of paroles 
by allowing th© commissioners to 
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ITALIAN TROOPS MAKE 
READY TO LEAVE SPAIN 


S r Th* A a*** i* 1*4 P u e 
B U R G O S, April 20— Large con­ 
tingents of Italian troops, includ­ 
ing the Red. Green aud Black A r­ 
row divisions, concent rated at A li­ 
cant©, Alm eria and Athecate today 
^repertory to departure for Italy. 
It was reported reliably that only 
the U tto rlo division would partici­ 
pate in tho Madrid victory review 
M ay IS and that the rest wquld 
start home before the ©ad of the 
mouth* 
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WASHINGTON AWAITS 


ANSWER OF FUEHRER 


House Passes Bill To Train 


15,000 Civilian Fliers 


H r Th* A mo* i» t *4 P r* M 
W A SH IN G T O N . April 20. — The 
Roosevelt administration will await 
Adolf 
H itler’* 
reichsias 
speech 
next week, it was learned today, 
before deciding whether to return 
Ambassador Hugh Wilson to B er­ 
lin 
Wilson was called home by the 
President last November tor "re ­ 
port and consultation" after antl- 
Jewish outbreaks in Germany. He 
has remained here on "temporary 
assignment” as an advisor on Ger­ 
man relations in the state depart­ 
ment. 
There were these congressional 
develop mortis 
yesterday 
in 
the 
field of national defense: 
Th© house passed a hill author 
iring the civil aeronautics author­ 
ity to start training 15,000 civilian 
air pilots. A sim ilar measure baa 
passed the senate. 
• 
Th© senate gave quick approval 
to a $66,800,000 naval 
base bill. 
The amount was $18,000,000 more 
than voted by the house, but Chair­ 
man Vinson (D ) of Geoigia of th* 
house nav*| committee predicted 
prompt 
concurrence’ in 
th* 
in 
crease. 


CONTENDS PLEA 


IGNORES ERROR 


OF GEOGRAPHY 


Mussolini Cites Exposition 


Plans As Indication No 


Attack Is Planned 


Br Th* A»or laird Pre**. 
R O M E, A pril 20.— Prem ier Mus­ 
solini 
today 
rejected 
President 
Roosevelt’# plea for a decade of 
peace by non -egg re*s ion guarantee* 
on grounds that they were unneces* 
sary aud failed to take Into consid­ 
eration "pyram idal errors of geog­ 
raphy.” 
But, apeaking in the shadow of 
the heroic statue of Ju liu s Caesar 
in the Roman capital, ll Duce cited 
Italy » plans for a world exposition 
In 1842 as a "promising indication 
that we do not intend to attack 
anyone.” 
He 
inferentially 
rejected 
any 
"expansive” conference of nations, 
but declared nevertheless that th* 
Rome-Berlln axis Blood for “ peace 
and collaboration." 
No Othsr Reply 
II Duce suggested Italy might not 
make any other reply to Roose­ 
v e lts message of last Saturday 
than the Indirect one he made today 
in a speech reviewing the progress 
of preparations for Rome’s 1943 
world exposition. 
But he said that whether or not 
a reply was sent, he desired to re­ 
affirm that, "the policy of Ko mo 
and that of the aria is a policy in ­ 
spired by criterions of peace and 
collaboration.*' 
Mussolini opened his speech, res­ 
ponding to Roosevelt’s appeal for 
a system of 10-year a on-aggress ion 
guarantees by Italy and Germ any 
to 31 nations to be followed by a 
disarmament end econotale confer* 
enc#, on a time of quiet irony. 
He aeid the m atting which took 
place in Ju liu s Caesar hall of the 
capitol, wee "th© first act of a 
great mobilisation.*' 
“ Let 
not,** he continued, 'th e 
few, the many, the too many who 
beyond the frontier abandon them­ 
selves to hysteria become alarmed 
at the sound of this word. It refers 
to a civil, pacific mobilisation with­ 
out arms.” 
. 
Referring 
both 
to 
Roosevelt's 
message and to the press reaction 
which it inspired in many countries, 
ll Duce said: 
Discount Campaigns 
"W e do not allow ourselves ti* 
he impressed by newspaper cam­ 
paigns, or convivial vociferations, 
or by Messiah-like messages, be­ 
cause we have a tranquil mind and 
both the men and the means of 
defending the peace of all, along 
with our own.” 
H e termed "absurd” the proposal 
for ’reciprocal guarantees for 1ft 
years which do not take into con­ 
sideration the pyramidal errors of 
geography into which individual© 
have fallen 
who have only 
th© 
moat 
rudimentary 
knowledge of 
European affairs.” 
Alluding to the President's pro­ 
posal for a conference on m ilitary 
and 
economic matters 
in 
which 
the United states would take part. 
Mussolini said: 
"A s for the expansive confer­ 
ence which has been proposed and 
In which the United States effec­ 
tively would lim it itself to its cus­ 
tomary role of distant spectator, ex­ 
perience teaches us better lessons 
on this score and they are that the 
larger the number of conferences, 
the more certain It Is of failure." 
H e declared It was “ absolutely 
unjustified and unjustifiable to try 
to place the totalitarian powers on 
the seat of the accused.” 
Axis Sstks New Allies 
Mussolini addressed the forum aa 
the Rome-Borltn axis struck hack 
at the “ encirclement” bloc of B rit­ 
ain and France with a campaign to 
win new allies. 
A fter two dsys of official con­ 
versations. Hungary was number­ 
ed by Italians among satellites of 
the axis. 
Poland, 
which 
ha* 
received 
pledges of aid from Britain and 
France in any future crisis involv­ 
ing its independence, figured in 


(Turn To RO M E. Page 6) 


BRITAIN NAMES SUPPLY 
HEAD TO SPEED ARMS 


II* TX * Am ** is 1*4 Pr im . 
LO N D O N . April 20— Prim e Min- 
lite r 
Chamberlain 
announced 
in 
the house of commons today that 
a new m inistry of supply would 
be established to expedite th© man­ 
ufacture of arms for Britain’* ex­ 
panding army. 
It had generally been expected 
that W inston Churchill, war time 
minister of munitions who has been 
recommending a m inistry of sup­ 
ply for ever a year, would get the 
poet. 
Presumably to quiet rumors that 
the new ministry woald not have 
full powers ore# tbs supply of 
munitions, the prime minister an­ 
nounced that it would be a minis­ 
try of supply “in the full sen*© ” 
Chamberlain 
will 
offer a r R U I 
soon to establish the m inistry. 
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TEMELES TAKES 
WITNESS-STAND 


Arson Case Principal Denies 


Firing Weirton House 


Hparial Ti* Th* R**i«w 
NUW CUMBERLAND. April 30 
•—Sam Tem©!**. retired 
W eirton 
merchant, took the stand in court 
bor© today to defend him self on 
Arson charges In connection with 
m fire May 2, 1938, in his house 
tan W eir ave., W eirton, then oc­ 
cupied by Mrs. Ina Lem asters. 
Temples said he had no reason 
for burning tho house— valued at 
SS.500—ibooaus© he had been offer­ 
ed $3.SOO for it by Roy Pulver of 
W eirton. On cross examination, he 
Admitted receiving 38.000 from an 
Insurance com pany for paym ent 
en a fire in a W eirton store which 
he- owned. 
Judge J. H. Brennan ruled out 
testim o n y concerning several rob­ 
beries 
on 
Temelec* 
property. 
"W e ’re not dealing with that now,” 
h e said. 
Extortion Hinted 
Tem eles said Joseph 
Monti of 
W eirton had delivered him a note 
from Ona, Mrs. L em asters’ 17 year 
old daughter, in which she offer­ 
ed to "clear” him of the arson 
charge for ll,OOO. 
Defense counsel Introduced the 
note W ednesday afternoon. Mont! 
Identified the note, which he said 
he had 
written for O na* signa­ 
tu re In a Steubenville tavern. It 
was dated "second day of Feb­ 
ruary, I p. rn.** Miss Lem asters de­ 
nied signing the missive. Monti’s 
testim ony 
was 
upheld 
by 
Earl 


Clevenger, also of W eirton, who 
said he was present a t the time. 
in cross exam ination by P rose-j 
cating Attorney William J. M oore.| 
the two men said they were un-! 
certain 
w hether Mon to had 
told 
the girl "It’s an easy way to get 
money.” T hey could offer no rea 
son for not m entioning the note to 
the prosecutor’s office. 
Roy 
Temeles, 
the 
defendant’s 
son. testified th at his father was 
with him at 
W eir and 
Penney!-, 
vania aves. In W’eirton when th© 
fire truck passed on its way to 
the blaze. 
C haracter w itnesses for Temeles 
who testified here W ednesday at 
ternoon were William Schenley and 
N. G. Arias of W’eirton and J. H 
Beatty of New Cumberland. They 
affirmed testimony of earlier wit­ 
nesses concerning the m erchant’s 
24 years of integrity and honest 
dealing. 


CONVENTION OF A. NI. E. 
DISTRICT WILL CLOSE 


The 
annual 
meeting 
of 
the 
Youngstown district conference of 
the 
Africa 
Methodist 
Episcopal 
church, which has been in progress 
at the Lee’s A. M 
K. chapel in 
Wellsville 
since 
Tuesday 
night, 
will be brought to a close tonight. 
The principal speakers at the 
concluding session will be Dr. C. 
Spivey; dean of theology at Wil­ 
berforce college, and Dr. H. A. Al­ 
len of Cleveland, secretary of the 
American Bible society. A program 
of music will be provided by a 
group of young people and 
the 
choir of the host church. 
Rev. Joseph Oomex, pastor of 
the Jam es 
A. 
M 
E. church of 
Cleveland, spoke Wednesday night. 
Rev. T. C. Scott. Youngstown dis­ 
trict eider, also spoke. 
About IOO delegates from 
the 
Youngstown district are registered. 


SOCIETY HONORS 
MRS. S. E, FISHER 


Local Woman Given Pin For 


Service To Missions 


Here and There 
In the District 


CLIP THIS AD and BRING TO 
HERCHER DRUG STORE TODAY 


This is to certify that th# Hsrche Drug Stors will 
refund full purchase pries to any parson whom Old 
Mohawk Bitters fails to satisfactorily 
reliers 
of 
stomach acidity, so called rheumatic and neuritis 
pains, stiffness and swelling In legs, arms end berk 
when due to lasy liver and constipation. Clip this 
ad. bring to tbs Herehs Drug Stora. $th A Dresden, 
and obtain a big family else bottle of Old Mshawk 
Bitters for only It cants. This is earns else bottle 
that originally sold for $1.00 straight. Take Old 
Mohawk Btttere and feel yourself Improve. Herche’s 
Drug Store guarantees It.—Adv. 


M n . Sanford E. F isher of Bust 
Liverpool wan presented with a gold 
pin in recognition of her 25 years 
of service with the Steubenville 
Prt'sbytcrial at the annual meeting 
of the district organization in the 
First 
Presbyterian 
church 
at 
Uhrichsville, Tuesday and W ednes­ 
day. 
The 
presentation 
speech 
was 
m a d e .by Mrs. A. It. Evans of T or­ 
onto, Presbyterial president, who 
reviewed Mrs. F isher's activities as 
president, vice-president, treasurer 
and secretary of literature. 
The 
pin was furnished by the national 
board and dedicated by the P res­ 
byterian hospital a t Albuquerque, 
N. M. 
Mrs. Evans was re-elected presi­ 
dent of the Presbyterial. 
Mrs. 
Jesse Holloway of E ast Liverpool 
was named vice president; 
Mrs. 
John Lewis of Wellsville, coating 
ent fund treasu rer and Miss Hath 
ryn Moore of Wellavilie, secretary 
of young people’s work. 
The offl 
cera w ere installed by Mrs. George 
P earce of Steubenville. 
* 
S peakers at the m eeting were 
Mrs. George Prescott of the Men 
aul school a t Albuquerque, N. M„ 
who discussed the national mission 
work and 
Mrs. Zoltan Irshay of 
Youngstown, who told of the work 
in the neighborhood house at near 
by Campbell, using a pageant of 
dolls to describe her activities. 
Reports of the work of the 62 
missionary societies In the ijteu 
benvilie P re sb y te r^ ! were given by 
Mrs. Thom as Johnson of Toronto, 
stew ardship; Mrs. II. O. Bush of 
Uhrichsville, literatu re; Mrs. Hterl 
log Carson of Blast Liverpool, spirit­ 
ual life; Mrs. H om er Morgan, na­ 
tional and 
oversea# w ork; 
Mrs 
William Peeler of Smithfield, mite 
box w ork; Miss K athryn Moore of 
Wellsville. Mrs. Law rence Brown of 
Steubenville and Miss Alice H urts 
of New Philadelphia, young Peo­ 
ple’s work and Miss Lillian Fiest of 
Steubenville, social education. 
The next m eeting will be held In 
the W estm inister church in Steu­ 
benville in April. 1940. 


Auxiliary To Hold 8oe!a! 
The W oman's auxiliary to A m eri­ 
can Legion post 4 will hold a public 
penny social in the Legion borne 
on Dresden ave Friday night at 8. 


President Explains Dinner 
Mrs. Sylvia McDonald, president, 
said today the women's auxiliary 
of the Veterans of Foreign W ars 
did not serve dinner at the Ash 
Spreaders and 
S©w©r Dogs club 
m eeting Monday as reported by the 
club committee. 
Sh© explained the 
dinner was eerved by several wo­ 
men employed at*the hall. 


Stolen Car Recovered 
An automobile belonging to Wil­ 
mer Powell of 951 Main st.. W ells­ 
ville. which was stolen while park ­ 
ed In Broadway near Fourth st., 
Wellsville, W ednesday night, w as 
recovered in 14th st. this m orn­ 
ing. The machine was abandoned 
by tho driver after one of the tires 
had been punctured. 


"W eek of Opportunities” April 
21st to April 29th in 
tho W ant 
Ada. Be sure your W ant Advertise­ 
m ent appears during this week of 
special offers. 


A T Y O U K 


» * © 
chroma 


r AUTO SUPPLY & 
* SERVICE STORE 
i> \ 
Friday and Saturday On 


***C IA L P u n CHAS* 


1 9 95 


Birth Reported 
Mr. and Mrs. Paul E. Roth, a 
son. April 17. at St. Joseph's hospi­ 
tal. Reading. Pa The m other form ­ 
erly w as Miss Dorothy Norton of 
E ast Liverpool. 


With T b s Patients 
Miss Paulino Green, daughter of 
Mr. and Mrs. Arther J. Green of 
Vine st., is convalescing from an 
appendicitis operation she under­ 
w ent in City hospital W ednesday 
morning 
Mrs. Gladys Smith of Pennsyl­ 
vania ave. is confined to her home 
by illness. 
Helen Lafferre of stop 55 has 
recovered 
from 
injuries received 
Sunday night in an automobile ac­ 
cident. 
Mrs. John Patterson of College 
st. is recovering at her home after 
an operation In City hospital. 
Mrs. Mae Grafton of Center ave., 
Wellsville. Is 
recovering 
from 
a 
two-week illness. 


v ia l* 
bra**- 
driving 


d o 


taler 


iV 
9 5 


l a w 


ft* * * 


Wa* 


* * * ! \ ' ofl 
b**l*V "tin1* 


' i s 9 4 
i i * * * 
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LIMITED QUANTITY 
AU.-4IUAACR 
GARDEN HOSE 
Black, durable, 
All-Rubber 
JI* hose. All-brass .adjustable 
o o u le. 


9 0 ft. coil 
end nots Is 


SPECIAL PURCHASE 
P O R T A B L E 
RADIO 
P o r t a b l e , self- 
t 
o w e r e d r a d io . 
m a r t p e b b l e - 
grained cate. 
* 1 4 9 5 


LIMITED QUANTITY 
ERD TABLE 
RADIO 
6-tube, Superhet­ 
e ro d y n e . C overs 
940 to 1720 Kilo­ 
cycles. 
$ 1 9 9 5 •STS 


S m a r tly 
“ “• t u r d s 
thro 
• tream 
truer 
y c o n 
n e d 
“Shout. N . w Ud I 1?' 
••ter Brake. 


L ll* l TEO 
4#r# £ ir X 


3*i 


t o . , , 
m ^ 
uaed 


HIGHEST 
QUALITY 
MERCHANDISE 


C O N VI NI I NT 
W A Y S T O B U Y 


★ C A S H 
★ B U D G E T 


3 0 
D A Y 
C H A R O ! 


OUTSTANDING 
VALUES AT THESE 
LOW PRICES 


" Y O U 
C A N 'T WCAT IT TOR 
P R IC E it QUALITY" 
firestone 
SENTINEL 


• f / S 


[b 


OLEARCI ARG 
m in 


CLEANER 
fwarrg) 


WINDSHIELD 
WIPER 
BLADE 
^ 35c 
RACH 
•Bp 


An outstanding value — the new 
Firestone Sentinel Tire 
^ 
with IU deep non-skid 
tread and its sturdy 
I 
body construction i 
provides new tire 
s a f e t y s t s n 
extremely low 
price. It carries 
full Firestone 
guarantee with 
n o t i m e o r 
mileage limit* 
AS LOW AS 


PRE-WAX 
CLEARER 
39< 
PINT 


■HHT ta iii 


1799 
" r m t 


POLISHING 
WAX (new#) 


SINT 


PICNIC 
JIBS 
98* 


CALIO* 


Charity Ball Committee To Meet 
A Joint comm ittee of T rades and 
Labor Council and the Rotary crip­ 
pled children's comm ittee will meet 
tonight In the office of Paul Hutch- 
man to further plans for the annual 
charity l^tll at Wlnland auditorium 
April 28. 


BEAVER FIRE FORCES 
INVALID INTO STREET 
_______ 
$700 Loss To Roof, Walls 


Caused By Faulty Flue 


kpptiil Tq Th* h o lew. 
BEAVER. Pa., April 29—Fire, re­ 
ported to have been caused by a 
faulty chimney, forced a b©d-ridden 
woman Info th* ntroet and caused 
*790 dam age here at 5:30 p. rn. 
Wednesday. 
The woman. Mrs. E. M. McClln- 
tock of 493 F ast End ave., had re­ 
cently returned 
from 
a 
hospital 
where she had been confined for 
several we^ks. She was removed 
to a neighbor’s home. 
Her husband fired the furnace 
about tw enty m inutes before the 
blaze was discovered by two local 
men returning from a golf match. 
The two noticed 
smoke pouring 
from the third-floor windows and 
reported tho fire. Until the firemen 
arrived. Mr. McClintock was not 
aw are of th© fir©. 
Confined to the third floor, the 
blaze destroyed a large section of 
sheeting under tho slate roof and 
w ater penetrated second and first 
floor w'allft. causing heavy dam age 
to tho plaster. None of the house­ 
hold effects were damaged, how­ 
ever. All loss is covered by Insur­ 
ance. 


MINERS 


(Continued from Page One) 


Legion Post Social Tonight 
T he Alfred Wedgewood American 
Legion post will hold a penny so­ 
cial In tho East End fire station to­ 
night at 8. 


Local G-1811 To Meet 
A special meeting bas been call­ 
ed by the W orkers Alliance (J-1811 
for Friday night at 7:30 In the 
Young 
Democrat 
club. 
Reports 
will be given on results of tho 
W PA w orkers’ com m ittee Investi­ 
gating layoffs and plans for a mass 
m eeting will be discussed. 


EVANGELIST STRESSES 
HEED FOR REDEMPTION 


A m ore concerted Christian drive 
for redem ption of the world was 
urged by Rev. W. L. B urner of 
W arren. O., In his address in the 
third of a series of evangelistic ser­ 
vices a t the F irst Church of Christ 
W ednesday night. 
The plan of God for the redem p­ 
tion of the world ha# been placed 
in the hands of the followers of 
Jesu s Christ,’’ said Rev. Burner. 
The church is established, but It 
has not yet assum ed away over the 
entire world.” 
He continued by pointing out it 
is the Job of every Christian to ful­ 
fill God's plan of preaching salva­ 
tion of souls to those who have 
not accepted Him. 
Visitors from Rev. B urner’s con­ 
gregation as well as special groups 
of the church bere attended the 
service. 


REED BROTHERS HERE 
INC0RP0RATEC0NCERN 


com m ittee of four operators and 
four I M W officials. 
Hopeful of an early end to the 
stalem ate. John 
It. 
Steelman, di­ 
rector of the U. 8. conciliation ser­ 
vice, said after a conference with 
the subcom m ittee yesterday that 
its m em bers w ere "not so far a p art 
as they think they are.” 
Crippling industrial effects of the 
shutdown In the Appalachian area 
became more 
apparent, although 
no widespread shortage has devel­ 
oped. 
Officials 
of the Association of 
American Railroads estim ated 
Sh­ 
oot) railroad men on coal carrying 
lines were Idle and th at the car­ 
riers 
w ere 
losing 
611,000,000 
a 
week in gross revenue. 


Furnace, Coke Ovens 
Banked To Conserve Coal 


Br Th* Amo?lated Presa. 
YOUNGSTOWN. O.. April 20.— 
A blast furnace has been banked 
at the Ohio works of Carnegie-Ultn- 
ols Steel Co., and a b attery of coke 
ovens has been banked at the Re­ 
public Steel Corp. plant here as 
the steel companies are taking ad­ 
vantage of fair supplies of pig iron 
and coke, to conserve th eir coal. 
All steel plants In the Mahoning 
valley have good reserve supplies 
of coal but found they could curtail 
these operations, which use con­ 
siderable am ounts of fuel, without 
Interfering with th eir present steel 
output. Sm all plants, without stor­ 
age facilities, are nearing the end 
of their supplies. 


County Florists Meet 


LISBON, April 20.—Columbiana 
county florists m et here W ednes­ 
day to h e ar Lloyd Truxall, Ohio 
S ta te university 
floricultural 
ex ­ 
pert. discuss soil m anagem ent in 
greenhouses. H e also led a discus­ 
sion on soil testing, fertilization 
and sterilization. Earlier the flor­ 
ists 
toured 
greenhouses 
in 
the 
southern p a rt of the county. 


Now Many Wear 
FALSE TEETH 
With More Comfort 
FASTEETH, 
a 
pleasant 
alkalin* 
(non-acid) 
powder. 
holds 
Yale© 
teeth more firmly. To eat and talk 
in mort 
comfort, Juit sprinkle a 
little FASTEETH on your plate*. No 
gummy, gooey, pasty taste or feel­ 
ing. Checke "plate odor'' 
(denture 
breath). Get FASTEETH at any drug 
store.— Adv. 


The Reed Furniture and Appli­ 
ance Co., of East Liverpool was in­ 
corporated by Secretary of S tate 
Earl Griffith at Columbus today. 
The company was granted per­ 
mission to issue 240 shares of no 
par stock. Don II. Reed. Lawrence 
Reed and George Steele are the 
Incorporators 
and 
Francis 
H. 
Lang Is the attorney for the con­ 
cern. 
The Red Brothers, Donald and 
Lawrence, have operated a p artner­ 
ship business here for about five 
years. The business recently was 
removed from Market and Fourth 
st to 126 East Fourth St. 


G E R M A N F L E E T S I G H T E D 
AMSTERDAM. The Netherlands, 
April 
20.— A pilot of tho Royal 
Ihjtch Airlines reported today he 
had sighted part of the south-bound 
German fleet this morning steam ­ 
ing off T he N etherlands coast 50 
miles northw est of 
Amsterdam. 
The Gorman fleet, on Its way from 
Kiel and W ilhelm shaven to Span­ 
ish w aters for maneuvers, previ­ 
ously "had been unreported. 


Do you w ant to sell your Rea! 
E state? W ant Ads will sell any- 
i thing Phone IR. 


Tomorrow and Saturday 


. . . in our Millinery Dept. 
SALE! 


Early Spring 
HATS 


Choice of our Stock! 


With 
Spring 
not 
even 
started, here is your op­ 
portunity to buy a Spring 
hat at a fraction of its 
original priee. Felts and 
straws at this low priee. 
Black and colors. 
2 ° o 


Regularly Priced 
to 6.50 


Ogihie’s 


"DRESSES T H A T 
. . 
. 
from Commencement to Summer Parties! 
F O R M A L S 


For High School Activities 


14 CHESTER STUDENTS 
NAMED ON HONOR LIST 
""" 
§ 
Fourteen students were Included 
in th© honor roll of C hester Central 
school announced today by Princi­ 
pal Lew W. Hantien. Shirley (Sher­ 
man, eighth grade student, was the 
only one to claim a straight A 
average. 
O thers are: 
Eighth grade: Alyco 
Ann Springer. Dorothy Pugh. Ar­ 
lene McDonald. Harold 
Kirschler 
and Cole and Evelyn Hammond. 
Seventh: 
Barbara and Mary Mc­ 
Farland. Mildred McFarland. Artis 
Brown, 
Marjorie 
Shaw, 
Forbes 
Blair and Jack Johnson. 


MUSICAL 
HEADQUARTERS 


B I C Y C L E 
HORN LITE 
spilt n u t 


mm tu ff mw 
w 
$ 6 4 8 Sj 


POLISHING 
■ 
n 
P 
i 


4.40/4.90-21 


4.75/5.00-19 ______$ 6.71 
5.25/5.50-17 
8.55 
6.00-16 
* 
9.32 
6.25/6.50-16 ______ 11.34 
fscfsdlsg Tear Old Tire 
Other Ha— Pra»a,t l<mataty U w 


BISTIl i t Nits 
MTNttTK «MI 
G R IL L E 
GUARDS 


O U R 
AD D R E S S 
IS 
Comer FIFTH and WALNUT 


Open Friday and Saturday Until 9 P. IN. 


CONN 


BAND INSTRUMENTS 


• GIBSON Q U I T A R S 
• V IC T O R R E C O R O S 
• S H E E T MUSIC 
• K I M B A L L PIA N O S 
• R E P A I R S ON A L L MUSI- 
C A L I N S T R U M E N T S 
HALLS 
MUSIC STORE 


104 W. FIFTH ST. 


• Taffeta 


• Marquisette 


• Chiffon 


• Laces 


• Nets 


• Mousseline 


• Embroidered Organdy 


• Printed Taffeta 


A collection of formals designed to delight young hearts— 
dresses of breathless beauty that will remain a high point 
in lier youthful m e m o r y forever . . . dresses that will go 
gaily to parties all summer afterwards. 


Many dresses with brief jackets. Ingenious mousselines with 
w ee waistlines. Floating marquisettes with mile-wide skirts. 
Lovely la d y laces and nets. Sheer chiffons, all 6oft folds. 
‘ Little girl” organdies. Swishy taffetas. Come, see! Tearose. 
aqua, ch a rtreu se, cornflower blue, white, peach, powder blue. 
pink, coral, orehid. maize. 


Cgihies 


i - 
akui* 
I__________ 


Ready-To-TTear—Second Floor 


> 
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WELLS RELATES 
TARIFF HISTORY 
FOR LIONS CLUE 


Pottery Executive Describes 


Fight Of Industry With 


Foreign Competition 


The up* and down* of protea tivf> 
tariff* and their effect on wages 
and Hying condition* of pottery 
worker* were graphically described 
by Joseph M. Well* pM T jl IWB; 
ager of the Homer Laughlin _h r a 
Co., at the Lion* club m ating 
Wednesday noon in Mary Patter­ 
son Memorial. 
He reviewed th** situation from 
enactment of the first tariff law to 
the pre*e>nt. 
The. domestic industry* Present 
atm. be said, is to have tariffs ad­ 
justed upward to compensate for 
the Increased cost of prodm «<> 
occasioned by payment of old age 
pension and unemployment com­ 
pensation taxes. 
Exceed* Limitation* Of Claut* 
Mr. Wells said England was ex­ 
ceeding terms of the 40 percent 
tariff reduction clause on bone 
ware—cups, saucers and plates — 
in the reciprocal trade treaty by 
shipping 
cereal 
bowls, 
dessert 
cups. platters, butter dishes and 
other articles under this heading. 
He described the first national 
tariff bill to include pottery pro­ 
tection. drafted in 1S98 under Presi­ 
dent McKinley. 
"The 
greatest 
competition 
In 
those days was from Great Bri­ 
tain.” he said. " A f te r a general pot- 
I cry 
strike 
in 
1893, 
American 
w a g e s had risen, and prices with 
them. English manufacturers then 
w e r e able to offer stiff competi­ 
tion. 
"Later the German potteries be­ 
gan to crowd into American mar­ 
kets 
In 1904. we had additional 
tariff protection 
from Germany, 
drafted under Theodore Roosevelt. 
War Years Best 
•‘The rates later w-ere slashed 
approximately 25 percent b / the 
Underwood bill. which caused a 
serious slump until 1915. 
Japan 
then had been invading our mar­ 
kets in a small way for about five 
years. Then came the World war. 
which eliminated most foreign im­ 
ports. in the years of 1916 to 1922. 
the pottery trade had the greatest 
boom in its history. 
"Japanese imports began to gain 
momentum in 1922. and now are 
the heaviest competitor. For ex­ 
ample. Japan wa* shipping 85 per­ 
cent of foreign 
pottery 
here 
in 
1936, and was able to compere 
viciously because of the low' manu­ 
facturing cost and low tariff wall.” 
Br. John A. Fraser. Karl Gero 
sud Harry Brokaw were named a 
nominating commit^*© for the club 
election late in June. New officers 
will he installed early In July. 


Craft Class To Exhibit 
* 
LISBON. April 2(1 — The indus­ 
trial arts department of the high 
school will display the work they 
have done during this school year 
Fridsy night and again on Monday 
night following the Pa rent-Teach­ 
ers association meeting. 


NEWS of the 
COURTS 


Common Pleas 


NEW ENTRIES 
Edwin Roth vs. The West End 
Pottery Co., a corporation; judg­ 
ment by default in favor of the 
plaintiff for |600 and cost*. 
The Union Savings At Loan Co. 
vs. Marlin ll. Powell et a1; order 
for service by registered mall or 
publication. 
In re: First Presbyterian church 
of East Liverpool; decree author­ 
izing sale of property. 
The Potters Bank & Trust Co. 
vs. Frank T. and Abbie G. Weaver; 
judgment for the plaintiff against 
defendant for $8,005.60 and costs. 
Decree foreclosing mortgage, order 
of sale. 
The Union Savings & Loan Co. 
vs. Joseph N. Hall et a1; judgment 
for plaintiff 
against defendants. 
Joseph N. and Rebecca Hall, for 
$565.34 and costs. Decree foreclos­ 
ing mortgage; order of sale. 
Same vs. Garrett A. Fiarnett et 
als; settled at defendant's costs, 
no record. 
Same vs. O. C. Seevers et als; 
settled at defendant s costs, no rec­ 
ord. 
Same vs. George Gluth et a1; 
judgment for plaintiff against de­ 
fendant, George Gluth, for $1,781.26 
and 
costs, 
decree 
foreclosing 
mortgage, order of sale. 
Catherine Vignovitch vs. city of 
Salem; entry made April 4, 1939, 
finding defendant in default is set 
aside and vacated, defendant given 
leave to plea instanter. 


Fast Liverpool; lot in East Liver­ 
pool. 
Caroline McCormack to Bertha 
Garner et vir; two lots in East Liv­ 
erpool. 
Jason H. Brookes Jr. et ux to 
Lula Hardman et a1; parcel in Liv­ 
erpool township. 
Catherin' McEliavy to The Pot­ 
ters Saving & Loan Co.; parcel in 
East Liverpool. 
Mary Ann Koch et a1 to Jessie 
Blender; three lots in Leetonia. 
Mary Taylor et vir to Paul R. 
Pumphrey et a1; .59 of an acre in 
Salem. 
H. D. Cope et a1 to Minnie Early; 
parcel in Rogers. 
Edna L. Burbick ct a1 to Mary 
Tuseck; parcel in Madison town­ 
ship. 
Charles McCauley to Sherman E. 
McCauley; lot in East Palestine. 
William J. Long to Vance N. 
Wining et ux; lot, In East Palestine. 
Perpetual Saving & Loan Co. to 
Thomas J. Blackwood et ux; two 
tracts in Wellsville. 
Lillian L. Lentz et a1 to Hazel 
Blooksom; tract in Salem township. 
James M. Hanna et ux to Charles 
C. Shockey et ux; lot in Hanover 
township. 
Charles 
C. 
Shockey et ux to 
James Hanna; 
lot In 
Hanover 
township. 
Fred Pancake et ux to Jennie 
Talbot; lot In East Palestine. 
Hope Frances Stayton to Lena 
May Albright; two tract* in Salem 
township. 


COUPLE ASKS COURT 


FOR GIRLS CUSTODY 


Foster Parents Say Girl 3, 


‘Kidnaped’ By Her Mother 


Special Tp Th# Raalaw. 
BEAVER, April 20—Three-year- 
old Dora Mae Nagel, daughter of 
Mr. and Mrs. Harry Nagel of near 
Ellwood City, has become the ob­ 
ject of a habeas corpus proceeding 
filed by her foster parents, Mr. and 
Mrs. Charles Rowland, also of Ell­ 
wood City, against the child’s par­ 
ents and Mr. and Mrs. John Dro- 
beck of Butler. 
Mr. and Mrs. Rowland seek to 
regain custody of the little girl who 
had been 
with 
them about 18 
months, they say, until she was 
“kidnaped” Sunday by direction of 
the mother who gave her to them. 
Mrs. 
Rowland 
said 
the 
Na­ 
gels 
had 
given 
them 
custody 
of the child on Nov. 4. 1937. Sun­ 
day, she said, the child w'as lured 
from her Sunday school classes in 


Ellwood City by Mrs. Nagel and 
two friends. She is now at the Dro- 
beck home, Mrs. Rowland said. 
The triends, Mrs. Gertrud© Zat- 
terio, 43, and Mrs. Helen Haggerty. 
29. both of Ellwood City, are being 
held her© In county jail on kidnap­ 
ing charges preferred by Mr. Row­ 
land. 
Judge Henry H. Wilson will hear 
the case Saturday. 


GIRL SUES PHARMACY 
FOR INJURY_T0 HAND 


Mperial To Th* Review 
LISBON, 
April 
20. — Laveda 
Hague of East Liverpool, a minor, 
by her next friend. Curtis Hague, 
has filed an action against th©Peo­ 
ple’s Servic© Drug Stores. Inc., ask­ 
ing judgment for $2,500 for injuries 
sustained last March 14, when she 
claims she attempted to enter the 
East Liverpool store operated by 
th© defendant and her hand be­ 
came caught In the double swing­ 
ing doors. 
She alleges that as she reached 
for the door, it suddenly came open 
causing her to slip, and a* she 
clutched at the door the other door 
swung shut catching her hand and 


crushing th© terminal phalanx of 
her third finger on th© right hand 
and also crushing the tip of her 
fourth finger. 
She states that she 
bas lost the use of the fingers and 
has suffered injury to her entire 
nervous system. 


“Week of Opportunities” April 
21st to April 29th in th© Want 
Ada. Be sure your Want. Advertise­ 
ment appears during this week of 
special offers. 
___________ _ 


FEEL TIRED, WEAK? 


IF you are pale, 
weak, thin or 
feel 
tired, 
logy 
and dull, you may 
need a tonic to 
help build you up. 
A tonic that will 
♦ ^ stimulate your ap­ 
petite and increase 
J the flow of gastric 
juice, thus aiding 
digf'tion of food, ana so help supple your 
body with »»rength »nd rnrrsv it Dr. 
Pim -e’t Favorite Prwcription. Mm. Intuit 
Merten*, 102'i Sherman Ave., Springfield, 
Ohio, «aya: " I took Dr. Pierce’* Favorite 
Prescription as a tonic and I began to pick 
up at once. It ttim ulatrd m r appetite and 
befor# long I felt n u t fine. It certainty 
helped me in no time." Aik your druggiat 
tedav for Dr. Pierre’* Favorite Preem ption, 
liquid or tablets. New sire. tablets in ten ts. 


FIVE CERTS I M Y YOS “THROW AWAY," 


W00L0 M OK THAR FAY TIE OOST OUTLAY 


FRI OAS! H A T MAY JRST SA K THE DAY, 
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519 Washington St. 


AHO SAVINGS CO M P A N T 
Phons 005 


East Liverpool, O. 


S 


Jefferson County 


"Work of Opportunities” April 
21st to April 29th In th© Want 
Ads. Bo sur© your Want Advertise- 
m©nt appear* during this week of 
special offers. 


NEW CASES 
Morgan F. Doyle, as administra­ 
tor of th© estate of Anna Doyle, 
deceased, vs. John N. Doyle. Mary 
F. Doyle. Morgan F. Doyle, Anna 
May Doyle and James Regis Doyle, 
petition to sell real estate. 
Joseph C. Robson vs. Katherine 
Robson; action for divorce. 
Silver Manufacturing Co. of Sa­ 
lem vs. The Quaker City Foundry 
Co.. Salem; civil action in replevin, 
and for money in sum of $5,000. 
The Home Owners Loan Corp. 
vs. Veigh W. Chronister et a1; ac­ 
tion for money judgment, amount 
claimed. $1,415.67 with interest at 
5 percent from March 18, 1939. fore­ 
closure of mortgage, marshaling of 
liens, sale of real ©state, appoint­ 
ment of receiver and other equit­ 
able relief. 
Laveda Hague, an infant, by her 
next friend. Curtis Hague, vs. The 
Peoples Service Drug Store, Inc.; 
judgment asked for $2,500 and costs 
of action. 


PROBATE COURT 
Josephine Cop© of Columbiana 
named administratrix of the estate 
of Howard Cope, Fairfield town­ 
ship. 
Raymond 
Knepper, 
Wellsville, 
named administrator of th© estate 
of Marian Jordan of Wellsville. 
Estate of Isaac G. Frye, St.Clair 
township; application for release 
of estate from administration filed 
and approved, petition to determine 
inheritance tax filed. 


REAL ESTATE TRANSFERS 
William McLane et a1 to E. A. 
Helm et a1; three tracts in Lisbon. 
Costanzo Coal Mining Co. to The 
American Oil Co.; parcel in East 
Liverpool. 
Thomas Henry Horwell et al to 
The American Oil Co.; five parcels 
in East Liverpool. 
John Horwell to Thomas Henry 
Horwell et a1; 
three parcels in 
East Liverpool. 
Ira G. Fair et ux. to First Fed­ 
eral Saving & Loan association of 


NEW CASES 
J 
B Taylor vs. Tony Baiocco; 
action for judgment on promissory 
note, amount claimed. $114.87. 
Carrie Haywood vs. Samuel Hay- j 
wood: action for divorce, extreme 
cruelty. 
Liberator© Petrolia vs. 
Squire 
Guy C. Williams. Mingo; petition 
for injunction to restrain defendant 
from enforcing judgment for $253 
on attachment In his court. 
Maud© D. McLamara vs. Patrick 
McLamara; action for divorce, neg­ 
lect of duty aud extreme cruelty. 


FIRM SUES TO REGAIN 
MACHINERY PATTERNS 


Spacial Ta Th* Ha* law. 
L1SBQN, April 20.—Th© Quaker 
City Foundry Co. of Salem was 
named defendant in an action filed 
in common pleas court here Wed­ 
nesday by the Silver Manufactur­ 
ing Co..also of Salem, asking judg­ 
ment for $5,000 and seeking to re­ 
plevin all patterns owned by the 
plaintiff which are in possession 
of 
the defendant, together with 
match plates, follow boards and 
eoreboxes attached thereto and fit­ 
ted for use therewith. 
The patterns are for casting 
parts of certain machinery, known 
as feed cutters, silo fillers, paper 
shredders and other machinery pro­ 
duced or assembled by the plaintiff 
for the purpose of sale. 


Women Prefer Men’s Advice 
LONDON — Women go to men 
for advice just as an 
inferio" 
would rather consult a superior, 
said Dr. Maude Ryden. in a speech 
at the Cambridge conference of the 
Society for the .Ministry of Women. 
Most women felt, she declared, 
that In going to a man for counsel 
they were going to a higher au­ 
thority. 


DERBY ENTRANT SCRATCHED 
LEXINGTON, Ky., April 20. — 
Opelika. J. Cal Milam’s Kentucky 
Derby and 
Preaknesa candidate, 
was declared out of both races to­ 
day because of an injury suffered 
before a race at Keeneland Tues­ 
day, 
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Here’s Your Opportunity 
For G reat Savings 


Large shipments of new furniture bought by us for spot cash 


now ready for your approval at lowest prices in many years. 


mattress special 


RED CROSS 
MATTRESS 


S ee w in d o w d isp la y o f th o se 
famous 
CaR 7 O F! 
Mattresses al 
. . ^ I I * 0 1 1 


x . 


livingroom suites 
$45.00 to $169.00 
Your choice of six beautiful brand new style Suite* that ars 
guaranteed for many year* of service. Your choice of 
twenty-five beautiful high grade 
coverings In most any color, and 
th© price instead of $165.00 or $175 
©ill be only ........................................ 121* 


bed spring $5.45 


While they last you can buy these coiled wire 
AU sites $8.00 Value, 
bed springs at a price never before quoted. 


knee hole desks 


$9.90 


To 


$29.50 


Special Sale Price* 


storkline cribs 


Starting at $6.75 


Baby Bath $5.75 


I joi of baby Wardrobe* an 
Chifforobe* reduced. 


breakfast sets 
$5.00 up 


Factory samples and our oan 
floor 
samples 
ail 
marked 
down for this sale. 


April Sale 
gas ranges 


White Star and Sunray rang­ 
es go in this big sale at con­ 
siderably less than regular 
prices and a tradein allow­ 
ance for your old range. 


$32.50 to $145.00 


diningroom suites 


Choose 
from 35 new patterns, Priced for $50.00 
Special 
Sale. Walnut, cathedral oak, ma- 
hogan J and natural cherry. Modern, plain 
J f O a U U 


straight line. heavy carved and period suite# 
at savings of $15.00 and up to $50,00. 
$110.00 


■s r 


bedroom suites 
$39.75 
Many different styles to choose from . . . 
savings of $13.00 and up to $60.00 for buy­ 
ers who act promptly. Modern or trad!- 
AA 
Dona! types in all the new colors and finish- 
R v i I a W 
es. Not 
smart. 
old stock—every one new and $125.00 


lounge chairs 
$19.75 $27.50 to $35 


AU at a saving. Big assortment of 
popular styles—many different sizes 
and colors. Priced for a big sale. 


“t 


studio couches 


* 3 2 
* 3 9 
* 4 5 


Former Price $45 to $65 


Studio Couches In high grade coverings, a!! with 
rigid back and arms. Wonderfully soft mattress and 
coil spring base—can be used as a doubts, slngl# or 
twin bed. Better studios than we ever offered at 
the price. 
_ _ _ _ _ 


EVERY DAY 
IN APRIL 
A SALE DAY AT 
CROOK’S 


SS YEARS ON FIFTH STREET 


Convenient Terms 


Our credit manager will gladly airan ga 
t«r ma to fit your own Individual wan to— 
with a small carrying charge* 


PAGE FOUR 
EAST LIVERPOOL KEV1EW 
THURSDAY, APRIL 20, 1939. 


East Liverpool Review 


•T h * T rib u n e < *st*bll*h ed hi 1S7«) and T h* R sv U w 
.'(esta b lish ed In 1»7») m erged In 1934.___________________ 


P u b lish ed b y T h* B ru eh -M oor* N ew sp ap er* Inc., R eview 
b u ild in g, 40© vl*• ahim rinn 
E a.it L lvsrp ool, OHIO. 
; Enter*! 
- 
secon d c la ss m a tte r un der 


Today And Tomorrow 


U n*. 401 W a sh in g to n str e e t. E a st L iverp ool. Ohio. 
r e d a t th * p o sto ffic e a t 
E a s t L iv e rp o o l O hio. a* 
nd c la ss m a tter u n d er a c t o f M arch a. 1*7*. 


M EM BER O F T H E A SSO CIA TED P R E SS : Th* A m o- 
d a te d 
Pres* Is 
e x c lu siv e ly e n title d to th e u s* 
for 
p u b lica tio n o f a ll 
d isp a tch es cred ited to It or n e 
o th e r w ise cred ited In th is p ep er and * 1*2 *h® *oc®] 
‘ n e w s p u b lish ed h erein . A ll r ig h ts o f rep u b lica tio n of 
sp ecia l d isp a tc h e s h erein a lso reserved._________________ 


SP E C IA L R E P R E S E N T A T IV E : 
T he Joh n W. C u llen 
C om pany. C olu m b u s o ffice , 40 S. 'th ird 
C levelan d 
• o ffice . 2295 S. O verlook Rd.; N ew 
'o r k 
F ifth A ve.; C h ica g o o ffice. 280 N orth M ich igan A ve.. 
I D etro it o ffice . G eneral M otor* B u ild in g.________________ 


• l i r w R F R 
AM ER IC A N 
N E W S P A P E R 
PU B L ISH E R S' 
f ^ S o C T A T I o S M EM BER A U D IT B U R E A U O F CIR* 
. CULATION. M EM B E R OHIO SE L E C T LIST.____________ 


•P R IV A T E T E L E P H O N E E X C H A N G E , a ll departm en t*. 
-'M a in 41 b etw een th e hou r* o f 7:80 A. M. 
‘ P 
M 
A fter 6:80 P. M.. on S atu rd ay* an d H olid ay*. 
C ircu lation 
d«p artm *n t, 44: 
A d v ertleln * d ep artm en t. 
* 4 5 ; C om p o sin g room . 46. E d ito r ia l d ep a rtm en t. 47. 


at INSCRIPTIO N R A T E S 
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Elementary National Defense Dictates U.S. Must 


Control Pacific Agaist Japan lf War Does Come 


Scott's Scrapbook 
By R. I. Scott 


U * PMM. r te . 


By WALTER LIPPMANN 
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hitler Turns Fiftyish 
..... 
s A MAN who batt made his mark In the mo d 
pac|fJc> 
: A 
comes 50. and the occasion is duly noted. Origi­ 
nal Plan* called for even more of a celebration in 
I Oar many than praaent circumstance* permit, It wa* 
Ito have been a festival with neighboring *tate« 


' represented. 
• 
Adolf' Hitler la youngest of the three ranking 
•dictators. Joseph Stalin Ie almost 60; Benito 
Ina- 
iaoltni la 55. He la alao moil recent of the triumvi­ 
r a te . having held hie power only el* years against 
t Mussolini's 17 and Staltn’a 15. Hut in mn*t content- 
tjorary views It la conceded he I* moat important of 


’ th* three. 
« 
Because the reichsfuebrer himself attaches im- 
jcortanr* to hie 50th birthday, it may be conceded 
.the event la Im p ortan t. More than other p o litic a l 
’leaders, dictators are obliged to think of the effect 
*«f Increasing age. Tile problem of succession atli! 


►remains unsolved. 
: 
Hitler, politician and prophet, has named no su e 
•cessor. Nor baa it been made clear bow Stalin and 
‘‘Mussolini will be succeeded. All are in excel lent 
■feealth. but even by the most optimistic standard of 
S a n ita tio n all mutt be presumed to be entering the 
‘-twilight period of their lives. 
t 
They have accomplished, in their separate ways. 
■revolutions. They have not accomplished political 
Viability, which In the long view la the only reason 
lor revolution. From tfce vantage point of a nation 
Which has had stability for 150 years, with one ex- 
Jceptlon, this deficiency looms much larger Hisn 
their gccompliahmenu 
<• 
a 
- ||r - 


.That’s The Word For It 
k trH E N a bornan being Imagine* he Is an animal-* 
S * ’ 
say a wolf— and imitate* Its action* he ie 
Veiled a victim of lycanthropy. 
J This la a handy word. What a shame It haa four 
Syllables, becense It would help to throw light on a 
perplexing subject lf It were shorter. 
I Let that able 
light thrower, 
Henry 
Fountain 
jAs burst, senior senator from Ariton*, explain. It 
jwaa he who brought the word to the senate a ab 
Hendon—end four syllables don’t scare him. 
• “War la the naturel state of Europe,” he said 
Ib is week agreeing with Sen. Walsh of Massa­ 
chusetts that the United States can have peace by 
building a navy large enough to guard both pecans 
Mi once and maintaining at rid neutrality in the 
meantime. 
• ' Bxduding three or four of the small countries." 
Continued 8en. Ashurst. “when the young men of 
^Europe learn there is going to be war they become 
•ytarry-eyed and hope war may come.” 
Z Th* senator denies that Hitler and Mussolini are 
Wholly responsible for his state of affairs In Germany 
^ud Italy. “Those nations are afflicted with what 
> * call lycanthropy" be aatd. ‘ They imagine they 
♦ re wolve*. and they go raging and foaming. seek* 
•Rig whom they would destroy." 
t But they think a Jong time before tackling a 
porcupine, which would teem to the direction lycan* 
Jhropy should take In the United State*, lf The 
^ongrecsioual Record would turu up a* good 
h 
thought in every issue as lycanthropy to explain 
."What a going on It would be a beat seller 


EFORE any one can hope to 
reach 
wise 
derisions 
about 
American policy In the event of 
war. he mutt be aure that he real­ 
ise* the true situation which will 
exist if a great war breaks out. 
Thus, In most of the discussion 
In congress it Is 
assumed, q u i t e 
correctly, that lf 
war 
comes, 
It 
will begin In Eu­ 
rope. 
But it 
Is 
almost a l w a y * 
forgotten 
t h a t 
since Japan Is a 
partner 
of 
the 
Rome Berlin axla. 
and 
m u s t 
be 
counted upon to 
move with It, the 
war 
which 
ba- 
Mr. Lippmann gjni 
across 
the 
Atlantic will spread at once to the 


This neglected factor in the pres­ 
ent situation will, I believe, prove 
to he the controlling consideration 
In determining American 
policy. 
For It rules out as entirely Imprac­ 
ticable an intervention in Europe 
like that of President Wilson in 
1917. Regardless of American popu­ 
lar sympathy in the European con­ 
flict, the sending of another Ameri­ 
can army to Europe la in the exist­ 
ing circumstances not to be con­ 
templated. The military situation 
today la so fundamentally different 
from what It was In 1917 that even 
lf the American people wished to 
repeat 
the 
Intervention of 1917, 
they could not do It. For in 1917 
Japan 
was 
an ally of the west­ 
ern 
powers; In 
this 
war, 
lf it 
breaks out, 
Japan will be their 
enemy. 
Once 
we 
appraise 
the 
conse­ 
quences of Japan's change of sides 
In the alignment of the powers, it 
becomes clear why President Wil­ 
son could engage the full force of 
the United States in Europe and 
why President Roosevelt could not 
do the same thing In 1917. because 
Jepan 
was sn 
ally, the 
United 
(States was able to leave the Pa­ 
cific unguarded add to concentrate 
Its whole military power In a war 
on the other side of the Atlantic. 
Today, because Japan Is Itself one 
of the 
principal aggressor*, the 
first military move made by th# 
United States in the existing sit­ 
uation has had to be the with­ 
drawal of the fleet from th* At­ 
lantic ocean and Its return to the 
Pacific ocean. 


O’ 
NCR tho fleet is back in the Pa­ 
cific. it will have to stay there 
for the duration of any war that Is 
now In prospect. Blit lf the fleet Is 
In th# Pacific, then no American 
army can crosa the Atlantic. For to 
get to Europe, to he adequately 
supplied in Europe and. above all, 
lo be sure of being able to return 
from Europe, an American expedi­ 
tionary force would have to be aure 
of ahsolbte and undisputed control 
of the Atlantic ocean. But with th# 
American fleet In the Pacific, an 
American army in Europe would 
tie wholly dependent on the British 
navy. 
No American President and no 
American cpngres* who were In 
their right minds could think of 
placing an American army in Eu­ 
rope, and then of retying upon any 
other nation to maintain It and to 
make certain that the army was 
ahi# to come back home. No matter 
how 
much 
American 
statesmen 
trusted the intentions of Great Brit­ 
ain, they could not dare to place 
the American army in a position 


volved in Europe, then not only all 
American interests in the Pacific, 
not only the American possessions 
in the Pacific, but the American 
defenses from Alaska to Hawaii 
to Panama and the Pacific coast of 
North and South America, would 
be wide open to attack 


t i , ’ITH Japan in Singapore, and 
* v 
In control of the rubber, tin, 
and oil of the southern Pacific Is­ 
lands. the striking power of Japan 
would be so great that nothing less 
than the full power of the United 
States would be sufficient to hold 
Japan within bounds. 
Therefore, though American opin­ 
ion is at present almost wholly 
concentrated on what Hitler and 
Mussolini may do in Europe, the 
moment, war broke out, the pri­ 
mary and immediate concern of 
the United States would necessar­ 
ily be to watch its defenses In the 
Pacific. That does not mean thai 
we should be at war with Japan. 
It does mean that we should have 
to concentrate in the Pacific the 
power of the United States, unen­ 
tangled by military commitments 
in Europe. 
The question would then arise 
whether we could, ss many in con­ 
gress sincerely believe, be Indif­ 
ferent to the outcome of the war 
in Europe. The fact that It was 
necessary to keep the fleet In the 
l*acific, and. as a consequence of 
that decision, the fact that 
me 
could not fight a war in the Atlan­ 
tic, will give us the real answer 
to the question. For It show* that 
we need virtually all our force to 
stand* guard In one ocean. We do 
not now 
possess 
the 
power to 
stand guard In both oceans at the 
same time. Therefore, lf the war 
comes, and the a x is with tis Jap­ 
anese partner delivers a success­ 
ful knockout blow In northern Eu­ 
rope. In the Mediterranean, and at 
Singapore, 
the 
road 
to 
South 
America Is wide open. For the 
American fleet will be In the Pa­ 
cific. 
There la no point In arguing that 
the axis cannot 
deliver such a 
knockout blow, lf the axis think* 
It cannot deliver a knockout blow, 
It will not try: th* hop# of pear* 
rests on 
the effort 
now 
being 
made to persuade Germany and 
Italy that they should not try to 
deliver a knockout blow. If the axis 
does, nevertheless, try. It will be 
because the axis thinks It ran 
win. And lf It can win, It will win 
quickly. It will win so quickly that 
the United States would never have 
the time to build another navy 
capable of standing guard in the 
Atlantic. 


( T a b ) C K X . 
B i n o c s 
O F R E £ rfX H < 3 U L A > R . F O R M t M O 
p o l y ^ o h a i . s n o u t s u s e d im 
\H CK SHRUO-rllRtS WERE. FrFTkD 
INfo EAxSrt 0<NER W K ft Svictf 
M>0 U S<M E rt< 
A1" 
M O R < A R 
KEVER USED 


O n l y o n e 
B1RD-<H e 
PENqU lM - 
WM-KS WHOLLY 
EREC<< AMD 
LOOKS AMAZINGLY 
U K E A MAH 
IM HIS FORMAL 
DINNER CLOTHES 


Gfi IM*. Ii«| ?(«•« h ew . lac. War!4 ngfcu in it 


F i s h c a n See C o l o r s , 
AND LEARN WHICH *fo APPROACH 
AND i o AVOID IN A B O lF f'fiN 
- T r i a l s - - t h e i r m e m o r y la s t s 
f o r S e v e r a l w e e k s 


i 
-HEREFORK. ainee we are com­ 
pelled to keep our navy In the 
Pacific, since this excludes 
m ili­ 
tary Intervention Ilk* that of 1917 
In Europe, and ainee.the destruc­ 
tion of British naval power would 
leave the Western Hemisphere un­ 
protected In Hie Atlantic, It Is a 
vital 
national 
Interest 
of 
the 
United 
States 
that 
Britain 
and 
France shall not be struck down 
by a knockout blow. We are not 
concerned with their colonial real 
estate; 
we 
are 
concerned 
that 
they should continue to exist ss 
the dominant naval power* In the 
Atlantic ocean. That vital national 
Interest cannot be defended aa It 
was In 1917. however, by participa­ 
tion In a European war. We ar* too 
deeply engaged In the Pacific. 
Therefore lf, after we have done 
everything within our power to 


Europe Awaits Answer 


Continent Watches Neutrality Debate For Its Obvious Influence 


-UR the fourth time in a* many aion by Germany and Italy baa re- which side won 
President Wilson 
years congress is conaidenng >ul,wl ln a re' ,val of ba,ancp 0,110,(1 congress late In 1914 that the 


On Hatred 


Damon’s Dad, Best Hater Of His Time, 


Found Peace Of Mind And Nerve When 


He Gave Up Cuddling Animosities 


Bv DAMON RUNYON 


revision of neutrality legislation. 
The question bas taken on special 
significance because of the tense 
International 
situation, 
imminent 
possibility of e a r and th* effect 
American action may have on th* 
outcome of the struggle to creat* 
a n*w balance of power In Europe. 
Id some quarters it la argued It 
would be to th* United States’ in­ 
terest to give Great Britain and 


power politics in Europe. 
For four | 
war did not threaten the 
Uulted 
centuries prior to the World war at- i States. 
• 
tempts to achieve or maintain a bal-1 
Today, th* situation even before 
anc* of power through alliances* the outbreak of war is different, 
and combinations w e r e character!*- The President has been criticised 
tic of European politics. 
for making statements indicating 
That system had failed so jjften prejudice In favor of Great Britain. 
Europe 
hopefully 
embraced 
tho 
League of Nations after the World 
war. 
When it. too. proved defect­ 
ive there was no alternative except 
reversion to th# old game of bal 
Franc* assurance of ald in advance. I anca 
power. 
Current efforts to 


and France, and public opinion, ac­ 
cording to usually reliable polls, is 
running in the same direction. 
A further important point of dif­ 
ference is the vast increase in the 
u wi 
IMI-—- — *•------- 
-------------------------- *|E® of lbe United States navy. 
because this coup try Pr o a , 
' win American support are an ap- w bleb in 1914 was about one third 
as strong as the British navy and 
not much stronger than Japan's. 
The 
American 
merchant 
marine 
also is much larger than it was In 
1914. The army, though still small, 
has carefully laid plans for quick 
expansion and industrial mobiliza­ 
tion. 


not stay out of a large-scale war if; 
, t0 th„ United 
Slate# for ald 
one occurred and It ta. therefore, j (n df)j 
(hjB 
best to do everything possible to ; 
prevent it. 
J a x IS 
argued, for instance, that 
Isolationists, on th* other hand. ' I Germany and Italy would think 
believe a policy of sanctions or j twice before challenging 
Britain 
their equivalent 
would 
put 
the and prance if they knew the re­ 
united States on the road to war. (sources of the United States would 
They want the United States to i be „ vajUib)e to their opponents. 
steer deer of entanglement in bal- J 
when the World war broke out 
anc* of power politic*. 
They want 
central neutrality policy t 
to shut off American supplies to ^ t jje United States was its tradi-iof destruction, whereas today the 
both sides In a European conflict. ^ tlona.1 one of insisting on freedom balance of power In Europe seems 
and to erect all possible legislative 0j {jje aeaa 
the right of a neu- to hinge directly on the relative air 
barriers to involvement in foreign ,ra| to ra rry on trade with such power of the contending govern- 
w»r- 
limitations as might be imposed by ments. The United States is a key 
The present neutrality law would , the accepted 
right 
of 
blockade, factor in airplane production for 


c l a m p a n em b a r g o on arms exports This country had—and still has— military use. 
to belligerent nations as soon as prohibitions against enlisting on Thus 
the decision 
to be reached 
the President of the United States United States soil for service in a 
by congress 
on neutrality 
leglslfc 


I 
N 1914. little thought was given 
to the airplane as an implement 


/^vLR OLD MAN used to say he quit hating peopl* 
L / because he found It was bad for his nerves, 
stomach, and disposition. 
He said he guessed lu his time he was one of the 
best haters wrest of the Mississippi river, and maybe 
east of It, too. He said he did not claim he hated 
more people than anybody e ls e but that he hated 
those he did hate with a superior brand of hatred. 
He said he hated them for any and all kinds of 
reasons and often for no practical reason at all. He 
said It was when he found that he was hating for 
no reason at all that he commenced to get on to 
himself. 
He had noticed that his nerves were pretty Jumpy, 
his stomach always in an uproar, and his temper 
mighty edgy. He began wondering if there might 
not bi* some connection between these physical and 
mental disorder* and his capacity for getting him­ 
self worked up. 
He said he got out of bed one morning vowing that 
from then on he was not going to entertain any more 
hates, and he claimed that from that moment ha 
began an improvement. 
H 
E SAID It was no easy victory. He said at Unit 
when he got to thinking of people he had for­ 
merly hated and who were really entitled to a great 
deal of hate, he suffered relapses of nerves, stomach 
and disposition, and it was a couple of years before 
he felt completely immune from his old maladies. 
He said It was another year before he was free 
of distempers born of hts hatred of things, such as 
the government, bad weather, fireworks, picnics and 
trombones. Our old man said he could remember 
when he hated the government so hard he would go 
home in a high fever. 
He said after awhile he got so he could just sit 
back and laugii when haters were hating the govern­ 
ment. He meant any government—state, local or na­ 
tional—though our old man said when he was in 
the hating business himself he generally hated the 
national government hander than any other. 
He said when he abandoned his hates he. did not 
go in for any particular sweetness and light toward 
the objects of bis termer hatred. He Just ceased 
thinking about them one way or the other—that Is, 
with any feeling. If he met a fellow he once hated. 
he spoke to him ple-Hpantly and even chatted with 
him though our old man said that in his good hat­ 
ing days, he used to give a fellow like that the back 
of his neck. 
O 
UR OLD MAN admitted that for some years after 
he had ceased hating, he was an object of sus­ 
picion around our old home town of Pueblo, because 
a lot of people thought he was up to something the 
way he went around acting friendly towards fellow* 
he used to knock, and never Joining In conversa­ 
tions of hatred against things. 
When It finally came to be accepted that he had 
become a non-hater, his friends said ha had softened 
up with age. Our old man said that as a matter of 
fact he quit bating nearly 20 years ahead of his time. 
He claimed that all men and women, too, should 
abandon hates at 60, because h* said that was the 
last turn for home, and the futility of hating must 
surely be apparent then. 
He said he had often tried to analyze his personal 
hates at different times, and he was Inclined lo 
think many of them were the outgrowths of envy. 
He said that sometimes a hate might be based on a 
personal Injury at the hands of Th e person hated, 
but our old man frankly admitted It was doubtful 
if the Injury was ever great enough to justify th# 
amount of hatred it produced in him. 


proclaimed existence of a state of 
war. In addition, the President has 
discretionary authority until May I 
to Impose cash and carry require­ 
ment* on other exports by belliger­ 
ent*. 


L' 


iflar Guilt 
:r' 
Presided 


In- 


*HE generally lavurabie response 
to 
Roosevelt'* appeal for an end to map-making is 
^n sharp contrast with displeasure In official Ger­ 
many. 
I* Clearly, what the President bas done is to put Ger- ( 
jin n y and Italy, to whom the appeal was addressed, 
p0, if 
did not stand euard in 
Jn a defensive position. By providing a rallying point the Pac ific 
the risks would be 
Jor nations which reject aggression he bas succeed-1 mech too great lf w e let ihe army 
. 
, 
, 
ii i „ 
.........and navy become thoroughly 
yd to isolating nations which accept aggiuasion. 
• 
; Tbta division of sheep from goats Is Important It 
)* more than an exercise in diplomacy. The result 
Jrill be to pin war guilt responsibility on any gov­ 
ernm ent refusing lo negotiate for peace and there­ 
a fte r Initiating a war. 
; Chancellor Hitler* government, whose cardinal 
purpose haa been to shatter the war guilt stigma of 
Jhe last war, has been maneuvered into a position 
.where it must abandon aggression or incur guilt for 
Starting the next war. 
* Whether or not it's wise to put a desperate gov­ 
ernm ent in such a quandary is a question whose ana- 
jrer soon will be forthcoming. President Roosevelt’s 
jx>Jd move has drawn a line arbitrarily dividing right 
irom wrong In a way which must be intolerable to a 
government unalterably opposed to retaining the 
ftatus quo 


where Ifs very existence depended avert 
the war, war breaks out 
upon the capacity of Great Britain nevertheless, it Is an American In­ 
to remain the undisputed mistress terest 
that 
Great 
Britain 
and 
of the seas. To do that would be France should be able to obtain 
to make the American army a bos- supplies In this country in so far 


j tag# In a war In which it could 
a* they are able to transport them 
not decide the result. 
I to Europe. The 
knowledge 
that 
I 
A cool appraisal of the Amerlcsn these supplies will be available 
I position In the event of 
war will may be enough to deter the axis 
I show, it heenis to me. 
that the I from striking; if not. the supplies 
position will be fully difficult ss I t1 may he enough to turn the balance 
was In 1911 17 but that It will be and prevent the axis from winning 
fundamentally different This time 
Rut lf this Is not the result and 
we cannot keep our fleet In the the worst happens, lf nevertheless 
Atlantic. The fleet must stand on the war comes and the axla wins, 
guard In the Pacific. We have no 
our security In the two oceans 
I choice in the matter We must take Wjf1 be great!v impaired But it will \ 
■ this course as a matter of element 8tm he the fact that we are un­ 
ary national defense. 
‘able to Intervene In Europe as w* 


foreign war, and promoting enlist- tion will be awaited by European 
ments on United States sotL 
nations with lively interest. Wheth- 
Three weeks after the war broke Pr or not the industrial resources 
out. President Wilson issued a pub 
0f th^ United State* are to be 
Ile appeal tor neutrality In thought available to some European nations 
as well HS in deed His appeal prob 
Hnd withheld from others Is a vital 
ably reflected public opinion; de 
question 
It is believed victory In 
KADING proposal for revision of ap1t# invasion of Belgium by Ger , the lalPat contest for supremacy on 
the law, introduced by Sen. many most Americans seemed t o ; ----------------- --------- 
—— ' — 
Pittman of Nevada, chairman of the rarP oniy for peace, caring little I 
(Turn To EUROPE, rage 51 
senate foreign relations committee, ' 
—---------- 
— -..................... 
.................................................... ................ 
would allow sale to belligerents on 
a cash and carry basis of arms as 
wells as other commodities. 
An­ 
other proposal by Sen. Thomas of 
Utah would authorise the Presi­ 
dent. when congress hid given its 
consent, to impose embargoes on 
arms and raw material exports lo 
aggressors only, while permitting 
continued shipment of such sup­ 
plies to victims of aggression. 


SAID he could remember many a sleepless 
night spent lying In bed hating somebody or 
something and that in bls later hateless years- be 
marveled that any man In his right senses would 
destroy hts rest and peace of mind In such a silly 
proceeding. However, our old man said he Judged 
that af those periods he was not altogether In hts 
right mind. 
He said the only thing that bothered him after b* 
ceased hating was thai he loaf the admiration of 
many persons as a good hater. He thought It was 
curious that he got a lot of credit for hating and 
none at all for not hating, but our old man said any­ 
way his nerves and stomach and disposition were 
okay, and that was all he cared shout. 
<( upvrlgkt. Kins Feature* WyeUtrete) 


Yesterdays 


From The Review Files 


T 


did In 1917. 
For we cannot intervene across 


(Turn To LIPPMANN. Page 5) 
Dewey At Manila 


Bv PRESTON GROVER 


HIRT Y-FIVE 
YEARS 
AGO — 
Local lodge of Red Men re­ 
ceives new regalia for* installation 
ceremonies. 
Mayor Weaver instructs Police 
At the opposite extreme are pro-j chief Wyman to command police- 
posals to embargo arms shipments rnen to enforce new- law to keep 
even In lime of peace to all nations. ; qog* and chicken* off streets. Anl- 
except those In lait in America Pub- ma)a *111 be destroyed if ow ners 
lie bearings on all these measures do not keep them penned. 
began April 5 and are still in pro- j 
Thieves enter dilapidated 
box 
greas. 
It is significant that the ,.ar (j a , herves a* freight depot for 
queation has become acute exactly 
Knd shippers and steal part. 
22 year* after ihe United States nf shipment of groceries assigned 
to East End merchants. 
Thomas Duffy and James Graf­ 
ton are appointed delegates and 
John M. Ryan anil Edward Ryan 
alternates at state convention of 
Knights of Columbus at Lima. 


\ CONSTITUENT has reproved I German officer that lf Germany 
us for commenting that in 1S9S wanted war she probably would get 
the British appeared more friendly It. 
"Mein Gott.” said the young 
to us than the German* during our German, In surprise at such undip- 
affair with the Spanish, and we lomatic 
language, 
and 
hurriedly 
must defend ourselves with all the j withdrew from the conference, 
books in reach 
>UT when Dew ( 
B 
UT wb^n Dewey made ready to 
throw a few shells at the fort 


entered the world war and approxi­ 
mately 25 years after the outbreak 
of that war. 
Inability of the League of Na­ 
tions. established after tho end of 
the World war, to cope with aggres- 


near 
Into 
Manila, he pulled hit ship* 
position—and 
what 
should 


We admit we are a strictly im­ 
partial source In this matter, aa in 
1898 we were not bora. 
We cited 
the instance of affair* in 1898 Just 
to show that this country * dispose I rome along but a substantial sup- 
• 
.............. 
I tlon to dislike Germany was a long port of British cruisers which took 
Y lnn r n T lm e n T h i n n c ’ 
' tim* developing, with peaks or dis ’ID * position between the U. S 
y f l c Ut I n 0 5 “ I ilin y S 
like rising about every 20 years. 
.flee* and the German fleet. 
B THE realities of a threatened shortage of coal , 
The instance we had in mind in 
,l w*" " dramatic moment, 
As 


« 
b-gic to .Ink homo. ll l « « o „ ot Im rM .IM 
S» ”'W 
“m o ! !•»»<! 
noubli 
W 
o n urn lh . ••h op .l... jKadlock - boinrn, up 
t a i 
Tl>« 
Anwrlc.0. 
o h ..r« l 
coal production is "one of those things * 
up cu (hfl Slvaniak 
aod waa and their hand played ' God Sav* 
: There is no difficulty over wages and hours In ne getting 
ready 
during 
a 
steamy The King” In response, 
gotiations between operators 
and worker*. 
The vital August 
to make a demonstration Dewey was pleased and America 
point at isaue 
la whether United 
Mine Worker*, j 
Manila so the Spaniards WM "'^os* overwhelmed^ bv this 
trblch has the equivalent ot closed shop conditions I 
™rrtXi(i*Tl 
, 
without loo much bloodshed. 
* 
fen fact also will have them In name. 
. . 
. 
. 
. 
.. 
J 
, 
.. 
All during the three month* after 
The purpose of the move Is to discourage comp*- j 
de8*roved tbft Sp»ai,b fleet 
Ution from any rival union, with perhaps th* aid ot 1 
bad trouble with the German 
pertain operators. In other words, miners are involv-1 flee*. 
Inves*lgators since have in­ 


show of good feeling 
Historian* 
mark it as the important laming 
point in th* relations of Fh*g1and 
and the United States. 
But 
our constituent say* that 
the 
British 
refused 
to 
supply 
Dewey with coal while be was to 
ad in a maneuver in a factional battle being waged 
J® ’ 
1 
Hong Kook harbor waiting for the 
la** raMNota oD ntenl 
ca 
BAI 
af riotW a. flu a Lr I tx cs 
(11 t 
IO 
B rill#® ITmU aJI 
0 4 .4 ^ . 
—__ 
remote control. They are not, strictly speaking. 
Engaged In a strike. Operators are not. strictly 
Spanking, engaged In a lockout. Both are engaged in 
die dispute between the moat powerful union in CIO 
And the A. F. of L. Th* latter would like to gain 
fcore members for Progressive Miners Union, which 
Las been coing great gun* In the coal fields of IIH- 
nots. and the former is determined to prevent It lf 
-possible. Operators and consumers are in the middle. 


diligent In laying 
for German vessel* to follow. 
Nevertheless the German squad­ 
ron sent to Manila after De way's 
victory did appear to be unneces­ 
sarily large. 
Moreover, the ex­ 
perts say. it was suspected, and 
later proved, that Germany waa 
seeking more Pacific naval bases. 


United State* to declare war on 
Spain so he could move on Manila. 
An authoritative history n*ad as 
a navy department reference says: 
“He (Dewey* purchased right at 
hand (in Hong Kong* two ship* of 
considerable six#—the Zaflro and 
Nanehan 
loaded them with coal 
and provisions, and also filled the 
Dewey at one time became so bunkers of all his other vessels 
worked up that be told a young i with coal.'* 
"His lawyer advised him to plead insanity.** 


TWENTY • FIVE YEARS AGO 
— Mayor Schrelber appoints David 
McIntosh temporary clerk of wa­ 
terworks department. 
Red 
rubber 
balloon, 
releat-ed 
April 12 by Herman Tuerck and 
Forest Bennett, traveled 87 miles 
to point three miles northwest of 
Greensburg, pa. 
Bids 
for 
Wellsville 
municipal 
bonds to construct Spring Hill ave. 
pavement, to finish Commerce st. 
pavement 
and 
to 
build 
Cheater 
ave. sanitary sewer, are opened in 
office of City Auditor McQueen. 
Rev. H. O. Gaunt of Second Pres­ 
byterian church and Robert Baird 
and W. J. Courtney. l»»y delegates, 
attend 
semi-annual 
meeting 
of 
Steubenville Presbytery at Toron­ 
to. 
• 
• 
• 
TEN YEARS AGO ~ Grant dis­ 
trict high school at Newell electa 
Fred Young president of senior 
class. Miss Iva McCombs Is vice 
president, Mien Ethel Thompson, 
secretary 
and 
Murray 
Fisher, 
treasurer. 
William R. Galbraith of Fairmont 
st., former field secretary of Col­ 
umbiana County Motor 
club. 
ac­ 
cepts position as traveling sales­ 
man with St. Paul. Minn, leather 
firm. 
Miss Alma Meigh, former manag­ 
er of dining room at Travelers ho­ 
tel resigns because of ill health 
Fr. 
William 
Prosser of 
Lima 
House of Redemptional order con­ 
duct* one-week 
religious retreat 
for men and women of S t Aloysius 
Catholic church. 
• 
• 
• 
FIVE YEARS AGO — Former 
Congressman 
Frank 
Murphy 
is 
principal 
speaker at educational 
meeting in Interest of Wilberforce 
college at Lee * African Methodic 
Episcopal church at Wellsville. 
Herschal T. Walton of Wyoming 
av*.. Pleasant Heights, president 
of 
Pleasant 
Heights 
Amateur 
Shortwave Radio Operator*’ club, 
plans to go to Detroit to make ap­ 
plication for operation of new short­ 
wave station. 
William 
Parker. Leland P un n­ 
ie r and Edwin Smith are named 
commute* of Y'-Indus club membrra 
to prepare Pine Ridge Y. M. C. A. 
camp in Madison township for out­ 
ing July 7 and 8 
Silverleaf club member* are en­ 
tertained at home of Mr*. Ray­ 
mond Betteridge in Edwards ave. 


Eef's An Isolationist 


. By Ti*uman Twill 


“t i ’ELL, well,” commented Eef. "ao you va coma 
»» 
back. Like our friends, the Germans, you 
must never get. tired of being misled. Tell me, who 
threatened to bomb who today?” 
Informed there had been no European war scare 
for the last SO minute*. Eef slumped back, loosened 
his collar, and yawned. 
“ You know why I'm an Isolationist?” he Inquired, 
and squinted reflectively at his fingers. Not waiting 
for a “No, why?” he continued: 
“When I waR a kid we lived next door to a family 
called Tussle. We called ’em the Tussles. That was 
their way of doing business. Even In the dead of 
winter we could bear the yaps veiling at one other. 
"Every so often they’d have a real brawl — get 
hurt pretty badly sometime* 
They were a great 
outfit, particularly the old man. He was strong as 
an ox and sm art In proportion. 
“I was a sensitive kid and he used to get under 
my skin. It didn t seem right to me that Old Man 
Tussle should be kicking his wife and kids around. 
I used to want my old man—I thought my old man 
could handle anything— to go over to kick the day­ 
lights out of that old devil. 
“One night when we could hear those yahoos hol­ 
lering and the glassware breaking my dad told ma 
why he didn’t Interfere. ’You see. son,* he explained. 
’I've learned my lessou.’ 
‘“ Once befire you were bom I went over to see 
what I could do to bring civilization to our friends 
next door. I used pretty strong language, too.' 
“ ‘What happened pop?’ I asked him. 
‘“ Why. your mama had to mn for the police to 
get me out of there alive,’ he said. ‘The whole crew 
of 'era jumped on me for butting in and they’ve never 
liked me since.’ 
“That,” said Eef, “is why I'm an isolationist. 
T heres no percentage in sticking your nose Into 
family quarrels. Don’t forget that when our friends 
across the water aren’t getting ready to kill each 
other they’re thicker than thieves. Why they even 
sell each other the guns and bullets to fight with. 
And when kindly old Uncle Sam says. ‘Boys. boys. 
this must stop!' they wink at each other and decide 
right then and there to roll the old man for his 
money.” 


I regard It as my duty to show the world that 
the Reich knows how to care for and develop na­ 
tionalities that have been entrusted to her without 
sullying their honor or dignity and with full respect 
for their national rights.—Baron Constantin von Neu- 
rath. protector of Cxechla- 


The student unable to star on the gridiron maw 
elevate his self-esteem bv eating live goldfish while 
girl friends applaud. Each fish the gobbler swallows 
inflates his ego — Dr Robert N McMurray. Chicago 
psychologist. 


Intoxicated pedestrians are almost as great a men­ 
ace to traffic safety as drunken drivers —Martin A. 
Bleck*. Cleveland traffic official. 


I won’t give the President of the United States 
discretionary power to put os In a position where 
he can take us Into w a r—Sen. Hiram Johnson. 
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EAST PALESTINE 
STUDENTS AWAIT 


SPEECHCONTEST 


IO Boys And Girls Compete 


For Prizes In School 


Friday Night At 8 


Special To Th*- R etie* . 
EAST PALESTINE, April 2 0 - 
Ten high school student« here to­ 
day were awaiting the 32nd annua 
Captain Taggart dedam ation i'on- 
teat, in which they will compete 
Friday night at S in the high school 
rym-auditorium. 
Five boys and five girls were 
selected 
in 
preliminary <,on,£*,J ’ 
T hey are: Marian Robinson. Ken­ 
neth 
Geiger, 
Arditi) 
»n«nabel. 
Doris W ard. Mary Bdl. Ida Ma* 
Senior. 
Richard 
Lally. 
Eugene 
L andright, 
Donald 
Sanders 
and 
George Batchelor. 
Miss Robinson won second prize 
last year and competed rn one 
other contest. Mr. Geiger compot* 
— 


Personal /1 
To Fat Girls 


V o w you e n slim down your faceand.fix­ 
er* w ithout strict dieting or b*ck-brc«lc^ B 
"air 
low yoi 


Moi* Tablets a day, according to ta* 01- 


r C a r m o t a Tablet* hare been Bold to the 
public for more than thirty y e a r * . More than 
tw enty m illion boxes have been distributed 
during that period. 
u s . 
Marmola is not intended as a cure-all for 
all ailment*. This advertisement is intended 
only for fat persona who are normal and 
healthy otherwise 
and whose fatness is 
c a u s e d fe y a reduction in the secretion from 
th# thyroid gland I hypothyroidism ) with 
accompanying ®ubnofinal metabolic rat* a 
N o other representation la made as to thisl 
treatm ent except under these condition* and 
according to the dosage aa recommended. 
We do not make any diagnosis as that is 
the function o f your physician, who m ust be 
consulted for that purpose. Th# form ula is 
Included In every package. Start with Mar­ 
mot* today and win the slender lovely fig­ 
ure that Is rightfully your*. 


od last year but did not place. All 
others are speaking for the first 
time. 
Started In 1908 
Supt. T. R. Hersh will preside 
and award prizes. Decisions will 
be made by three out of town 
judges, whose nam es will not be 
announced until after the contest. 
Topics have not been announced. 
The annual contests—which be­ 
gan in 1908—were made possible 
by a clause in the will of Captian 
Robert T aggart, a city pioneer. 
Miss 
Mary 
Beth 
Taggart, 
a 
great granddaughter, is an Instruc­ 
tor in the local high school. Last 
year’s w inners were Dorothy Cham­ 
berlin and Ralph Henry, both sen­ 
iors this year. Under a clause in 
the will, they are not eligible for 
further competition. 
Concerning the contest the will 
read: “I propose to contribute the 
sum of $50 to the board of educa­ 
tion, to be distributed by them, 
under the conditions among stu­ 
dents participating in a yearly con­ 
test. 
Terms Of Will 
“It is my desire th at the num­ 
ber of participants shall not ex­ 
ceed IO, five boys and five girls, 
and that these shall be selected 
from all those who volunteer to 
enter the competition." 
“The prizes shall be awarded by 
three com petent judges who shall 
not be residents of the district 
of E ast Palestine and who shall 
be selected by the board of edu­ 
cation.” 
“I prefer to have the prizes ap­ 
portioned as follows: $10 each to 
the boy and girl receiving the 
highest awards, and five dollars 
each to the boy and girl receiv­ 
ing the 
second highest awards. 
Fifteen dollars of the rem ainder 
is to be equally divided among the 
six other contestants and the five 
dollars left Is to be used toward 
defraying 
expenses 
of 
the 
con­ 
test." 


LIPPMANN 
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BOY KEEPS GIFT GAS MASK 
WINNIPEG. Man. — In England 
with his family during the Septem­ 
ber crisis, Gordon Charles, 6, of 
Winnipeg, was fitted with a gas 
mask as were thousands of other 
children. Gordon still possesses the 
mask, as he was allowed to bring 
It home. 


New Bus Service 


to 
CLEVELAND 


DAILY AND SUNDAY 


Effective April 16 


Leave East Liverpool....................... 
8KH) a. 
Leave Youngstow n.............................10:00 a. 
Arrive Cleveland ...............................12:20 p. 


Fastest Service — Lowest Fares 


P E N N - O H IO ^ ! 


rn. 
rn. 
rn. 


UNION BUS TERMINAL 
PHONE 89 


the A tlantic while the situation is 
what it is in the Pacific. Japan is 
a first-class naval power, and can­ 
not be kept in check by anything 
less than virtually all our own 
naval power. And so, lf the axis 
wins in Europe and breaks through 
the British and French navies into 
the Atlantic, we shall have to find 
other means than any now being 
discussed 
to 
make 
the 
United 
States secure In both oceans. 
These, it seems to me, are the 
controlling considerations w h i c h 
are bound to determ ine American 
policy in the event of war. They 
must be as self-evident in London 
and Paris as they are in Berlin. 
Rome, and Tokio. They mean that 
our sentim ents will not determ ine 
our actions, because the strategic 
alignment is such th at we are not 
free to act on our sentim ent. Be­ 
cause we have two oceans to de­ 
fend and have only one navy, our 
vital Interests end not our sym pa­ 
thies and sentim ents will deter­ 
mine our policy. 
T 
HE event will 
show, 
lf war 
breaks out. that the interven­ 
tionists and the isolationists are 
equally under an illusion—the in­ 
terventionists in thinking that the 
United States is in a position to 
challenge the aggressors all over 
the 
world, 
the 
isolationists 
in 
thinking th at we shall be able to 
act as if the war itself and its out­ 
come were no real concern or vital 
interest of this nation. 
The interventionists, who may 
be thinking of an ideological cru­ 
sade. exaggerate the available pow­ 
er of the United States; (he Isola­ 
tionists, who seem to think that 
the danger from a world war would 
not exist if only we ceased to talk 
about it, have failed to appreciate, 
it seems to me. how much more 
dangerous is the world today than 
It was in 1917, yet how radically 
different is the danger. They are, 
to be specific, thinking that the 
threatened 
war will 
take 
place 
across the Atlantic w hereas in fact 
it will take place In both oceans 
at once. 
N either intervention as In 1917, 
nor isolation as Mr. N.ve imagines 
it, will be the real issue once we 
move from academic consideration 
of war in the abstract to the spe­ 
cific problems of an actual war. 
We shall all find, I believe, lf war 
breaks out in both sides of the 
world, th at our problem will be 
how to protect with the limited 
amount of power at our command 
ihose interests which all Ameri­ 
cans, 
regardless 
of 
their 
other 
vie#©. recognize as vital. The task 
of defining and protecting those 
Interests In relation to the forces 
at our command will be the real 
problem; it will produce a policy 
that will not fit neatly Into the 
conventional theories of neutrality 
or isolation or Intervention. For 
with 
an 
alliance 
of 
aggressive 
powers iii both oceans, the situa­ 
tion is unique in our experience 
and. therefore, the more resolute­ 
ly we make ourselves strong, the 
more carefully we keep ourselves 
free of all binding commitments. 
the better. 
<t op> r ig h t, 1 1MI*. N e w Y o rk T V Ih e e e l 


The R ad io Program 


THURSDAY— R ight 


WTAM 
KOKA 
W JA B 


Bio© D ick Tracy 
B its Y our F am ily 
Bi30 Jack A rm stro n g 
Situ Orphan A nnie 


Tea Time Tunes 


Handy Andy 
Melody Time 


H ouse Q uestions 
H ow ls W ing 
Today's Programs 
Elliott's Band 


©loo N ew s, S p o rts 
© tis In terlu d e 
©tao Keyboard F an cies 
«i48 L ow ell T hom as 


News, Movie Mag. 
C o n tr a c t' Band 
• 
Music, Sports 
Lowell Thomas 


Rhythm Roundup 
News 
Bob Trout 
To Be Announced 


7IOO Pick Himbler 
7i1B Vocal Varieties 
7ISO Ohio Composers 
7*45 District Attorney 


Easy Aces 
Mr. Keen 
Chasing Shadows 
Merry Music 


Amos ’n' Andy 
History Speaks 
Joe E. Brown 


©•OO R udy V allee 
©us 
- 
©•so 
- 
• 
©•40 
* - 
* 


Progress Parade 


Smiles Parade 


K ate S m ith 


rn 
as 
• 
• 


•HIO Good N ews 
• l l s 
" 
S U M 
" 
•i46 
* 


To Be Announced 
Whispering Choir 
Town Meeting 
a© 
sa 


A m ateur Hour 
es 
es 
rn 
ss 
as 
* 


tot©© B ing Crosby 


i t l l © 
lo .s n 
• 
I S M S 
- 


sa 
se 
•a 
ss 
Gill’s Rand 
The Curtain Rises 


Tune-up Time 


a© 
ss 
ss 
American Viewpoints 


l l IOO Sportsman 
l l lift M usic You W ant 
m a o 
- 
" 
lltSB 
• 


News 
M usio You D esire 
•a 
th 
ss 
»s 
ss 
sa 


News 
Buaae’s Band 
Baum's Band 
** 
V 


P R ID A Y — D a y lig h t 


WTAM 
KOKA 
WJAS 


7too M usical Clock 
7 IS O News 
Musical Clock 
Schneiders Texans 
M usicale 


©too H ealth and Hom e 
NUW Do You Remember? 
Musical Clock. 
News 
Musical Revue 


Ort©* Music Box 
©ISO K itty K eene 
S hopping C ircle 
E d ito r’s 
D aughter 
Lutheran Mission 
Joyce Jo rd an - 


totoo C e n tral C ity 
ISUM P lain Btl) 
Melody Time 
Schneider’s Texans 
Doctor Malone 
H illtop H ouse 


llio o David Harum 
ll*©© W idder Brow n 
Mary Marlin 
P epper Young 
In Hollywood 
Big S ister 


HtOO T he O'Neills 
isis© L inda's F irs t Lots 
News 
Farm A Horns H our 
Mary McBride 
News 


lio n Earl Rohlf. piano 
I UM Happy Oilmans 


« 
• 
• 
» 
» 
• 
se 
W om en and News 
G oldbergs 
Road of Life 


SM© B etty and Bob 
tis© V alian t Lady 
B etty and Boh 
V alian t Lady 
Doo Barclay 
School of Air 


SM© Mary Marlin 
© • a © P epper Y oung 
H om e Forum 
Sunbrlte Parade 
Marine Band 
Columbia Concert 


©•a© B a ck stag e 
W ife 
eta© Vie and ©ade 
C lub M atinee 
Musicale 
Four Clubmen 


EUROPE 


i s ontinued From Page Four) 


the continent lies with the United 
States. 
It is this situation which demon­ 
strates the extent this governm ent 
is 
capable 
of 
exerting 
on 
the 
ancient game of power politics in 
Europe. 
One school openly would 
use this country’s Influence to the 
limit in behalf of certain govern­ 
ments with which It sym pathises. 
The other school would stay out of 
European politics a t any cost, in 
the ’belief the United States has 
everything to lose and nothing to 
gain by engaging In a fusile strug­ 
gle which has produced nothing but 
one war after another for at least 
400 years. 


daughter. Mary, visited recently in 
E ast Liverpool. 
Mrs. Clyde Chllcote and daugh­ 
ter, Patsy, of Cleveland are visit­ 
ing Mr. and Mrs. Cecil Ralston. 


CALCUTTA 


Miss Dorothy Kidder, who is em­ 
ployed at Newell, has concluded a 
visit here with her parents, Mr. and 
Mrs. Edward Kidder. 
Mr. and Mrs. Ernest Lewis and 
family of Beaver Falls visited re­ 
cently with Mr. and Mrs. Pollard 
Bourgeois. 


ATHLETE S FOOT AHD 


RINGWORM 


Instead of reading ex tra\ag an t 
“claims-* of what a remedy will 
do for you, read this voluntary 
expression w ritten by Mr. John 
N. Toland of Dover, Ohio: 


"RROADY’S OINTMENT cured 
me of a severe case of Ring­ 
worm. after I had tried other 
remedies.’* 


For 
Sale* at 
Fortlner's 
Drug 
Store 


Daily Horoscope 


By GENEVIEVE KEMBLE 


For Friday, April 21 
A 
MOST propitious chain of plan­ 
etary configurations make this 
day one to be long remembered 
for its far-reaching effect on the 
life 
and 
its 
happy destiny. 
It I 
seems that every human elem ent 
is involved In an effort toward ex­ 
pansion. adventure, romance, pres­ 
tige and attainm ent. High stations 
in politics or diplomacy beckon. 
Those whose birthday it Is may 
be assured of a year in which am ­ 
bitions, 
aspirations 
and 
h eart's 
desires will be schleved. It should 
be a tim e to be long remembered 
for fulfillments, gratifications and 
happiness of body, mind and boul 
Aim at high goals. 
A child born on this day may 
have 
excellent 
endowments 
of 
mind, h eart and soul. It. should at­ 
tain the most exalted and worthy 
of human objectives. Its talents 
and character assure Its distln-, 
go I shed place In politics, diplomacy 
or educational work. 


City Collects OII Roysttiss 
PASADENA, Cal.—Pasadena Is 
one of the few cities successfully 
engaged In oil production. From an 
oil and gas property It recently 
leased It is now getting $10 a day 
in royalties. 


14 DISTRICT STUDENTS 
ARE GRADS AT GENEVA 


Ten district students will grad­ 
uate 
in 
the 
June 
and 
August 
classes a t Geneva college in Beav­ 
er F alls.j 
They are: East Liverpool, six; 
W ellsville, 
one; 
East 
Palestine, 
two, and Smiths Ferry, one. 
Eighty-seven seniors of the 119 
will graduate in June and 32 in 
August. Fifty are listed to grad­ 
uate with the degree of bachelor 
of arts, 19 with bachelor of science, 
seven 
with 
bachelor of 
science 
in business adm inistration and 43 
with bachelor of science in edu­ 
cation. 


PUGHT0WN 


The l-atiy Wife club met recent­ 
ly at the home of Mrs. Ralph Mc­ 
Connell. The day was spent in 
outlining club work for the coming 
season. Dinner was served at noon 
by the hostess. "House Cleaning” 
will he the subject of the next 
meeting at the home of Mrs. Edith 
Pugh. "Hanging Wall Paper" will 
be the project. 
Misses Gladys and Lenora Her­ 
ron have concluded a visit with 
Mr. and Mrs. Paul Davis of East 
Liverpool. 
Mr. and Mrs. Thomas Moore and 
family visited recently with Mr. 
and Mrs. J’ess Boher of Paris, Pa. 
Mr, and Mrs. Lytle Deemer and 


YOUR 
CAR 
HAS 
THE 
“FLU” 


Sounds silly, doesn’t it? Who ever heard of a 
car with the “flu”? Yet, that’s just what will 
happen to your car if you continue to drive 
with the old, gritty, winter oil. Warm weather 
means higher driving temperatures, and the 
worn-out winter oil in your crankcase may re­ 
sult in oil failure and expensive repair bills. 
i 


See us to-day ! We’re the doctors to supply ex­ 
pert lubrication. We have the proper equip­ 
ment, the expert service men, and . . . Penn- 
Zoil, the triple-refined, sludge free Pennsyl­ 
vania Motor Oil. 


Drop in to-day. We’ll put your car back on its 
feet after a hard winter, and we’ll guarantee 
it won’t run a winter-oil “Temperature” this 
summer. 


Pennzoil Service Station 
5th A Broadway 


1m 
m 
i 
r f 


Drive rho ear with 
iXClUSIVi 
VACUUM 
GEARSHIFT 


V m w . 
lw»*Ma, SO% rn* tho 


Prove to yourself that Chevrolet out-accelerates, out- 
climbs and outperforms all other low -priced cars— just 
os it leads all other m ake s of cars in sales! 


Drite lh* lea<ier . . . drive it in 
traffic . . . and convince yourself 
that Chevrolet out-accelerates all 
other low-priced cars-bar none! 
P rixv the leader . . . drive it on 
the hills . . . and get conclusive 
proof that Chevrolet out-climbs all 
other cars In its price range! 
Drive the leader . . . drive it on 


the curves, on the straightaway, on 
rough roads . . . and satisfy your­ 
self that here is the smoothest, 
steadiest, safest-riding car you can 
possibly buy at or near Chevrolet’s 
low prices! 
, 
There’s a new Chevrolet waiting 
for you at your nearest Chevrolet 
dealer's. See him—today! 


Dries tho tm with 
NEW 
AIR0-STREAM 
STYUNG 


H IW SODUS 
SY FISHES 


Drive th* tm with 
CHEVROLETS 
FAMOUS VAI VE­ 
IN-HEAD SIX 


Drive tho tm with 
PERFECTED 
HYDRAULIC 
•RAKES 


Drive Hr# tm with 
PERFECTED 
KNEE-ACTI0N 
RIDING SYSTEM 


(W ith improved 
Shockproof Steering) 


O n Master De Luxe 
rnod.1* only 


at PENNEY^ 


THE TROTTER CHEVROLET COMPANY 
Open Evenings. 
East Liverpool, Ohio. 
Phone 326 
H A R T 
M O T O R 
C O M P A N Y 
S A L I N E V I L L E , 
O H I O 


'Fabric shrinkage will not exceed 1%! 
P E N N E Y ' S 
J . 
C . 
P E N N E Y 
C O M P A N Y , 
I n c o r p o r a t e d 
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STATES'RELIEF 
SETUP PROPOSED 
-rn 
|||___- 


6 .0 . P. Urges Decentralized 


System For Nation 
* 
By The AiiociitH Prm- 
WASHINGTON. 
Apfil 
20.—Re- 
I 
m ean s proposed today a decen­ 
tra liz a tio n of th e relief system as 
th e sen ate railed up a hill by Sen. 
B y rn es CD) of South C arolina to 
jn ^ rg e such federal activ ities into 
k new public w orks agency. 
► R epublican L eader M cN ary a p ­ 
p o in ted 
S enators 
V andenberg 
of 
-ificbigan. T aft of Ohio. Lodge of 
Id assach u setts and B arbour of New 
J e r s e y to d ra ft a su b stitu te bill 
p ro v id in g 
d istrib u tio n 
of 
relief 
•Junds through 
non partisan 
state 
b o a rd s . The R epublicans w ere ex 
^pected to propose a 25 
percent 
lo cal contribution. 
S T he B yrnes bill would consoli­ 
d a t e the W PA. PW A. NVA, CCC. 
d u b lin roads bureau, and the pub- 
J ic buildings division of the tress- 
31 ry. 
I A 
one-third 
local 
contribution 
jro u ld be required, figured on the 
A verage of all p ro jec ts of til types 
rw ithln each state. T h is com pares 
^ rith the present 17 percent local 
^contribution to W PA. 55 percent to 
PW A , 60 p ercen t on roads, and 
Bond on public buildings. 
J A lthough B yrnes said he bellev- 
^ m! opposition 
to the bill 
would 
b e largely p artisan. Sen. W agner 
<D) of New York indicated he w as 
«joot satisfied with som e provisions 
of the m easure. 
I W agner advocated provision for 
A public w orks stabilization board. 
j o th at planning could be done 
j i t y ears in advsnce. 
J T h ere w ere rep o rts also of labor 
A pposition to th e B yrnes bill. L ast 
A iin u te Insertion of w age-hour re­ 
quirem ent* on all work done under 
4 toe hill w as said to have allayed 
pom e labor opposition. 
^ R epublicans caucused inform ally 
im the m easure y esterd ay but w ere 
/•p o rte d to have reached no de­ 
cision on w hether to oppose it as 
sa bloc lf th eir su b stitu te proposal 
l a rejected. 


37 MORE REGISTERED 
■FOR JUNIOR OFFICERS 


Enrollees This Week To Be 


Sworn In Saturday 


Bring Mystery, Corned} To Ceramic Screen KIWANIANS WILL HOLD 
DIVISION RALLY HERE 
KILLERS 


S T hirty-seven m ore girls and boys 
fp fls te re d 
W ednesday 
afternoon 
t 


r anrollm ent in th e Ju n io r Police 
tiro!. C hief of Police Hugh J. Mc- 
yrm ott said today 
* T he second reg istratio n period, 
ftt police h eadquarters, will con­ 
tin u e today and Friday. C hildren 
IS year* o r over a re eligible to 
lo in the safety cam paign. 
Badges 
and 
honor 
certificates 
IrlU be aw arded S aturday m orning 
i t m unicipal court w hen th e young- 
iters a re sw orn in by M ayor Lee 
(Jopenhaver and th e ir d uties ex­ 
p la in e d by Judge Frank E. G reta­ 


s' O ne hundred 
youths 
took 
the 
fle d g e of safety during the first 
jfe g tstration period several w eeks 
f f ° 
* T he 
second 
enrollm ent 
period 
w ill be lim ited to 150 nam es. 


(C ontinued from Page One) 


Council Names Weinman To 


Presidency At Meeting 


and bis father a few m inutes e ar­ 
lier in the chapel beneath the elec­ 
tric chair. 
Relaxing in the chair, H enry lick­ 
ed 
his 
lips 
before 
commenting, 
“ well, me^. this an awful death to 
I face. 
I t s 
a 
terrible 
thing 
that 


Establishing a new team of m ystery comedy stars, Robert Mont­ 
gomery and Rosalind Russell make their debut in the new field In 
"F ast and Loose," opening today at the Ceramic theater. 
IN THE THEATERS 


Last Liverpool w i ll be the 
. thJngg haVtt lo (.ome 0„t this way. 
I hurMli.y June I, 0 
an elaborate j 
..j m BQrry for Uie o f f i c e r 1 wiveg 
K lw .nl? dlvIMm.al " f r 1*"* 
and their loved ones. 
I hope they 
hers 
of the new 
^ 
happy: I hope things will go 
srs?,sriSJu™ SM w a s 
• - 
luck. end God bless you. 
• Finding that the mask did not 
prevent tpeecb, he shouted twice 
to 
the 
tense 
crowd. 
“Goodbye. 


day uight. 
Plans will be in charge of an 
Inter-Hub committee, which will a r­ 
range for a speaker and other en 
„ 
t e n e m e n t , as w. ll as the pre. I everyone; 
... 
sentation 
of 
th? 
photo 
display 
At I .I P p. 
in., 
T> dy. 
ike 
board 
of 
club 
achievem ents 
to Chapman a 
before 
him. 
felt 
the 
Floyd A 
Pfaff of Marietta. Ohio m s m of the e ^ c tric current; and 
at ii:29 p. rn. Dr. Kell pronounced 
governor. 
Twenty-five members, composed 
of officers of all IO clubs in the 
division, elected Judge Carl W ein­ 
man 
of 
Steubenville, 
lieutenant 
governor who presided, to the pres­ 
idency. Robert Aldridge of Steu 


him dead. 
In 
death, 
young 
Dlngledine's 
loose-mouthed 
facial 
expression 
was almost a duplicate of Chap 
man's. Both bodies remained on a 
lauding outside as the chair was 
ben Ville to the vice presidency and prepared for H arry Dingiedlne, the 
William Shasteen of East Palestine white-haired father. 
to the s e c r e t a r y s h i p . 
Chewing a cigar stum p with evl- 
T he clubs interchanged Ideas on J dent relish, the portly, florid man 
music, attendance, m em bership and cam e into the cham ber at 
8:32 
programs, and voted to accept an-IP- to­ 
other R u b s Heddleston trophy to I 
Are 
there 
any 
of 
t h e 
b o y s 
he a w a r d e d annually to the c lu b ' around who w ant to shake bands 
having the largest percentage of; with m e?” he inquired hopefully, 
m em bers 
at 
the divisional m eet-1 The spectators shuffled uneasily 
log. 
Columbiana 
took 
perm anent 
possession of the first trophy by 
virtue of winning the contest on 
three occasions. 


but none replied. 
With a gesture of disdain, H arry 
Dingiedlne seated himself In the 
broad-bottomed chair, then clasped 


BERLIN 
Youth On Parade 


t ACKIE 
COOPER 
and 
Freddie Brig-Gen. L. R. Gigniliat. distin- 
J Bartholomew, both veterans of guished head of the academy, was 
many bits, share starring honors Invited to Hollywood a s technical 
lo “Spirit of Culver." significant advisor on the film. 
dram a 
of 
m odern 
youth 
which j 
Upon hia suggestion all uniforms 
opened a t the S tate theater Wed- worn by the youth* w ere created 
nesday. 
| 
by the academ y's official tailor. 
Told again*! 
the background of, Diabea, gun*, sword*, flags, room 
a m llltsry school, the screen play furnishings and thousands of other 
presents the heart-w arm ing atory article* were shipped by train to 
of a father'# regeneration through i Hollywood for use in the film. 
the influence and exam ple of h ill 
In addition to inspiring scenes 
•on. Throughout the picture runs photographed 
on 
the 
C u l v e r 
the gay com edy of carefree school campus, 
m any 
of 
the 
school'* 
life 
and 
the 
stirring 
action 
of balding*, rooms, gates and inter- 
m ilitary p arad e ecenea. 
| lora were duplicated at the studio* 
F eatured In the supporting cast to provide proper setting* for the 
are Andy Devine. Henry Hull, Tim dram atic action of the atory. 
H olt, Gen* Reynolds, Jackie Moran 
’^Spirit 
of 
Culver” 
tells 
the 
and a larg e group of popular boy dram atic 
story of a youth 
who 
M itie r’® 
M n M onarch 
acto rs. 
graduates from the breadline to 
m i l e r S NO lY lO ndrcn* 
K athryn K ane supplies the feral- glory and honor at the academy, 
nine interest for the film, playing 
It’* No. I entertainm ent, 
the belle of the academy. 
An attractive program of abort 
T o Insure com plete authenticity,! subjects completes the bill. 


(C ontinued from Paga Ona) 


Danzig might be a birthday present 
for the fuehrer. 
40,000 Troops In Parade 
Forty thousand soldiers started 
marching 
down 
the 
"avenue 
of 
splendor" at 11:25 a. rn. (5:25 a. 
rn., Bast Liverpool time) while a 
m ighty arm ada of 162 warplanes 
criss-crossed the sky above them. 
The parade w as five bour* long 
On either side w ere hundred* of 
thousands of spectators whose heils 


FRENCH SEEK AUTHOR 
OF SABOTAGE LETTER 


Marine Head Admits Threat 


To Liner Normandie 


REFORM 


(C ontinued from Page One) 


New Shows 


H u s b a n d c a l l s s la in 
WIFE ‘ANOTHER HAHN’ 


•v Th* A im lild Pe**#. 
• LORAIN. O , April 20—A 
n o te" referring to M rs. A nna Brot-1 
4ech. 50, fatally abot A pril 7. aa a 
J*e*oond 
Anna 
Marie H ahn" was 
f e t o r s a Lorain county grand Jury 
to d ay aa it investigated h er death. 
- Joseph Brnadech, said by Police 
C hief T heodore W alker to have 
eonfesaed shooting his wife and at­ 
t e m p tin g suicide, remained 
In 
a 
hospital. Hospital attaches said he 
p robably wmild recover 
m Chief W alker said 
the “death 
l o ts ." 
w ritten 
in 
Croatian, was 
found In B rnadeoh’a pocket. Dated 
.April I 
and addressed 
to Bm# 
Mary Bern 


COLUMBIA 
C laudette Colbert, as an Ameri­ 
can fortune h u n ter stalking ber 
prey in in tern atio n al society, Don 
Amoeba, a s a taxi-driver who un ­ 
expectedly c h u g * * h e r grandiose 
plans, and F ran cis Lederer, as a 
handsom e and gold-dripping P aris 
playboy—these a re the rom antic 
leada in "M idnight." gay new com­ 
edy, w hich opens a t th e C olum bia 
th e a ter Friday. 
M iss C olbert, who la the screen ’s 
chief expert In the field of sophis­ 
ticated and b rittle comedy, has a 
rola 
tailored 
especially 
for 
her 
m easurem ents. 
She 
plays 
"Eve 
Peabody," a th ird -rate dancer with 
firat-rate ambitions, 
who in 
one 
dazzling evening m eets and falls 
In love with a hattf-boUed taxi- 
driver, crashes an exclusive party 
with a pawn ticket as ber adm is­ 
sion card. sw eeps the tow n’s A-l 
playboy off his feet and turns Into 
a "countess" to get along b etter in 
death a snobbish world! 


BILL FOR NEW NAVY AIR 
CHAIN SENT PRESIDENT 


Br Til* A •••rial*# Fr***. 
WASHINGTON. April 20 — The 
house com pleted congressional ac­ 
tion today on a 166,800.000 bill 
authorizing a chain of new navy 
air bases in A laska, th e raid-Pacif- 
ic and P u erto Rico. T he m easure 
now goee to th e W hite H ouse. 
It accepted, w ithout a ripple of 
objection, se n ate am endm ents add­ 
ing a $17,000,000 so u th eastern air 
base n ear Jscksonvllle. FU ., and 
an authorization to spend $1,000,- 
ufo for acquisition of land for a 


The council also voted to recom- the proffered hand of Rev. Smith 
mend to the individual clubs coo- who 
m urm ured 
"God 
bless 
you 
■ Ideation of a proposal to active ! Harry 
Iv support a campaign to make I 
"I hope there is a God In 
ouch 
route 7 a federal highway. 
i you’re pinching my arm .” he cried 
__________________ - 
! querulously. 
As a guard readjusted the left 
arm clamp, Dingiedlne resum ed: 
“I hope th ere is a God in heaven 
who’ll forgive me if I ever had 
gun in my hand, 
* 
A ccuses A bient W itness 
“Oh, 
say,” 
he m otioned 
to 
guard with hi* fingertips. “Take 
this note out of my pocket and 
give it to the warden." 
In 
removing 
the 
note, 
which 
briefly declared his Innocence, the 
cigar was knocked from hi* lip* 
"T hat's a good cigar," he rem ark ­ 
ed chattily. 
"Is M art Donnelly in the room? 
I’d like to apeak to him. Ashamed 
to come eh?” he added as no one 
answered. 
"Mart, lf you are here, you done 
me wrong. 
You testified against 
me. You never seen me with a gun 
in my hand. Me and that boy of 
mine was In the cellar the whole 
time. Now I’m to die for a crime I 
didn’t commit." 
Donnelly, a Springfield policeman, 
was the chief witness for the state. 
While bidding the w arden good­ 
bye, Dingiedlne suddenly squealed, 
"wait, you’re hurting my eye—my 
left eyelid is under the m ask.” 
W hen this was adjusted, current 
was applied at 8:36 p. rn. S p ark s 
leaped from the topmost strands 
of Dlngledine’s platinum hair. 
At 8:40 p. rn. Dr. Kell m ade the 
routine pronouncem ent of death. 
T he crowd was herded out Into the 
chill April drizzle. 


Br Th* A»*«<-i*t*H Pr*M. 
LE HAVRE, France. April 20.— 
French authorities. Working on a 
theory that foreign agents might 
have 
started 
the disastrous fire 
aboard 
the 
liner 
Paris, 
today 
sought the w riter of an anonymous 
advance w arning of sabotage. 
They 
also 
continued 
a 
close 
questioning of the s h ip s crew. 
Officials 
denied 
a 
peraisent 
rumor th at a bomb had been found 
aboard the French liner flagship. 
Normandie, two days ago, but Min­ 
ister of M erchant Marin© Louis de 
Chappedelaine acknowledged there 
had been th reats to blow up the 
great liner. 
The Normandie, ringed by a cor 
don of mobile guardsm en, was in 
drydock for a propeller 
change, 
only a short distance from 
the 
partly 
subm erged 
wreck 
of 
the 
Paris. 
Two men were killed in the 13 
hour battle with flames, ended yes­ 
terday morning when the 34,000-ton 
P aris listed and half sank a t ber 
dock. 
Sections of the French press laid 
the fire to foreign agents, charging 
they wished to break down the 
prestige of the French line. 
Some new spapers pointed to the 
fact th at the Paris was being used 
to transport military supplies man 
ufactured in the United S tates— 
such a a the cargo of IO warplanes 
for the French arm y which were 
removed yesterday just before the 
P aris listed. 
One indication of sabotage was 
that apparently the fire started In 
at least two different places. 


No U. S. Birthday Greetings 
Br Th* AMorlat*# Pre**. 
W 
ASHINGTON. April 20.— Presi­ 
d ent Roosevelt will not con­ 
gratu late Chancellor H itler on his 
50th birthday. 
This. a sta te departm ent official 
said today, wa* In accord with the 
practice here of not wending birth­ 
day greeMnga to any but ruling 
m onarchs. 


whee H itler stepped onto the re­ 
viewing *tand w ere drowned out 
qnly by the ro ar of aerial squad­ 
ron* overhead. 
Soldier*, raasaed for tho display 
of G erm any’s proud m ilitary might, 
seemed in high spirit*. A slightly 
overcast 
sky 
and 
cold 
breeze 
m ade m arching easy. 
At the head of the parade were 


ROME 


similar base at Quonaett Point. R 
the 
bettle-ecarred 
flags 
of 
Ger- 
1. 
m any’s World w ar armies. 
in addition the bill would auth 
One new formation hitherto not 
orlgr* establishm ent of 
bases at 
in evidence 
parades passed the 
Kodiak and Sitka. Alaska; Kane 
reviewing 
s ta n d —a 
battalion 
of 
oho 
Bay, Hawaii; Midway, Wake, Italian filers in greenish suit*. The 
Johnston and Palmyra islands In German m ultitude cheered wildly 
the 
mid-Paelfle. 
Tongue 
Point, at this unusual sight. 
Ore , San Juan, Puerto Rico, and 
By the declaration of his no 
I 
provide for expansion of facilities aid. Field M arshal H erm ann WU- 
at Pearl Harbor, Hawaii. 
helm 
Goering. 
Hitler 
was 
“the 
----------------------------- 
greatest G erm an of all tim es” and 
in the words of hi* no 2 aid. pro- 


P o n t iff a s k s m o n t h 
OF PRAYER FOR PEACE 


By Th* A—in •■led l’r*et>. 
VATICAN CITY. April 20.—Pope 
Pius XII today asked for a “crusade 
of p ray er" th roughout th e w orld 
during the m onth of May in be­ 
half of “greatly longed for C h ris­ 
tian peace am ong all nations and 
people." 
The pontiff m ade his appeal in a 
letter to his secretary of state, 
Luigi Cardinal Maglione. 
He recalled that imm ediately af­ 
ter his election as Pope and again 
in hia Easter homily he had ex­ 
horted “all nations and their gov­ 
ernm ents to sentim ents of justice 


HERBERT SAYS REPLY 
T0W00DARDREQUIRED 


By Th* A*Mrtat*4 Pre** 
COLUMBUS. O.. April 2 0 —Atty 
Gen. Thom as J. H erbert informed 
the civil service commission today 
that Jam es C. W oodard’s demand 
for a bill of particulars of the 
charges on which he was ousted 
as warden of 
Ohio penitentiary 
m ust be decided by th e commis 
sion. 
Herbert, however, cited to the 
commission a state suprem e court 
decision that "th e w ritten state 
r e n t of th e reasons for dismissal 
are not required to specify the 
tim e and place of inefficiency, nag 
lect and absence with definiteness. 
It Is am ple enough to inform of 
the natu re of 
the offense with 
which the employe was charged. 
Woodard, removed 
April 
I 
by 
W elfare Director Charles L. Sher­ 
wood, has appealed to .the civil 
service commission and demanded 
that 22 charges of irregularities in 
the penitentiary administration be 
m ade specific. 
A hearing on his 
appeal is to be opened the first 
week in May. 


sit alone a t hearings. 
The debate on the parole bill 
found 
a 
Republican 
raising 
bis 
voice for the first time in the 93rd 
general assembly. 
Rep. W illiam E. Ashbolt (R) of 
Lorain county declared he had tried 
for five w eeks to talk with the 
governor 
and 
Republican 
State 
Chairm an Ed D. Schorr, but “they 
were too busy to see me." 
Once when he sought an audi­ 
ence. the governor was posing for 
pictures, Ashbolt said. 
Cites B ricker'* T ravels 
I don’t claim to be much but I 
am the representative of Lorain 
county," the legislator continued. 
“If Mr. B ricker has time to go to 
Philadelphia and K ansas in the In­ 
terest of hia presidential candidacy, 
he ought to have a m inute to see 
the 
representative 
of 
Lorain 
county.” 
Speaker William M. McC'ulloeh 
ruled that Asbbolt's rem arks w ere 
out of order. 
'Democrats Bought unsuccessfully 
to delete w hat they called the “rip­ 
p er'' features of th e bill. 
Ashbolt was the only Republican 
who voted against the m easure 
Five Dem ocrats voted for IL They 
were: P. J. Dunn. Tuscaraw as coun­ 
ty: H. H. H annah, Brown; E. J. 
H anratty and P atrick F. Monahan, 
Cuyahoga, and GUS Ranch of Sum 
rah. 
The senate passed a bill to pro­ 
hibit the sale of personal property 
for unpaid taxes for years prior to 
1932. It goes to the house. 
H ousing Survey D efeated 
T he upper branch w as expected 
to pass today a house bill creating 
a commission to study state office 
housing needs. The m easure was 
voted down yesterday in a prank 
on its author. Rep. H arry Aamann 
(R) of Hamilton county. 
A bill requiring distinctive m ark ­ 
ing of uniforms and automobiles 
used in traffic enforcem ent p a ? 
passed by the bouse and sent back 
to the senate for concurrence iq 
amendm ents. 
Sen. Fred Myers (R) of Lucas 
county proposed lo a bill th at th e 
legislature set up a nine-member 
commission to study and report on 
Lake Erie shore erosion. 
The following bills w ere recom ­ 
mended for passage 
by comm it­ 
tees: 
House education — Creating a 
state nurses* board to regulate the 
practice of professional nursing, to 
examine 
applicants 
and 
grant 
licenses (now a duty of the state 
medical board); 
Senate liquor control—Increasing 
powers of the state liquor director 
and 
exem pting 3.2 percent beer 
from the local option act; 
House codes — Increasing the 
maximum 
salary 
of 
county 
en­ 
gineers from $6.ooo a year to $7,500 
and 
raising 
the 
minimum 
from 
$1,255 to $2,400. and 
Housing welfare — Authorizing 
the sterilization of epileptics. 


Turkey Pact Rumored 
ANKARA. 
Turkey. 
April 
?0.— 
The Turkish new spaper. Vakit. re­ 
ported today that British-Turkish 
negotiations for a mutual a n tia g ­ 
gression and assistance pact had 
been successfully concluded. 
The 
report could not be confirmed in 
official quart era. 


pagaud* 
Minister 
Paul 
Joseph and charity to consolidate profound- 


(C entinuad from Page On#) 


JURORS TAKE EARHART 
___ 
CHI IPITATinW PLIARftPQ Goebbels, 
the 
F uehrer's 
nam e, ly and permanently greatly longed 
O U L I L I I « I l u l u L n H n u c o 
wanders around the earth almoat for Christian Peace among all na- 
Uke a legend." 
tiona.and peoples.” 
St Th* A a* ori*t*d Cree, 
the conversations. 
COLUMBUS, Ct, April 20. — A 
Italian consultations with Yngo- ; common 
plea* court 
jury 
began 
slavla 
were 
to 
start 
Saturday. | considering 
today 
charges 
that 
when, foreign diplomats expected. I Daniel 8. Ear h art one-time secre 
sn attem p t would be mad* to ar I tary 
to 
former 
Gov. 
Martin 
(J, 
range a non-aggression 
pact 
be- Davsy. violated civil service laws 
tween H ungary and Yugoslavia. 
j by soliciting campaign funds from 
(Diplomatic observer* in Buda 
state employe* 
pest said an effort was being made I 
Counsel for Karbari contended in 
B e ih s daughter. Mrs. 
w n r t alao 
|Q dr#w Yugoslavia Into the 
I d osing argum cuts that 
no evidence 
» r d y of Pittsburgh, It. indicated an t|<om{Qt0rn p*,., N ew spapers 
in had been presented showing 
that 
3 rn a d e e h teared his thrice married H ^ 
headlined 
“ Hungarian- Karhart 
demanded 
contributions 
krlfe intended to poison him. Chief 
b a l k e r said 
Anna Marie Hahn was executed 
las t w inter for the poison death 
an aged man she befriended 
» Th* note said Mr*. Brnadech's 
lecond 
husband 
steve 
Bodnar. Bonnet Urges Nations 
killed himself “for the miserable 
3 


BARGAIN 
HOUR 
EVERY DAY 
12:30 to 1:30 I S 
* 


Yugoslav rapprochm ent" reports ) 
Following the Yugoslav conversa­ 
tion* It was reported the R um an­ 
ian foreign minister would pay a 
visit here. 


life he had with her 
To Heed President’s Plea 


LISBON MAN CHARGED 


WITH POINTING RIFLE 


Special T* Th* B*»l*». 
* LISBON. April 20—Carl Fatherly 
Bf Lisbon was bound over to the 


Br Th* A**«ci*t*d Tr*** 
PARIS'. April LH* —Foreign Min­ 
ister Georges Bonnet urged all gov­ 
ernment* In a pl*’* today to re­ 
nounce military aggression a* sug­ 
gested 
in 
President 
Roosevelt’s 
message to Chanc*H or Hitler and 
Prem ier Mussolini 


for Davey s 1938 prim ary campaign 
They Haiti that ail money obtained 
bv k a rh a rt w a s contributed volun­ 
tarily 
Thomas J. Burke J r . special as 
slstant attorney 
general, 
replied 
that ail of the evidence showed Far- 
hart had violated statu tes protect­ 
ing classified employes from poli­ 
tical activity. 


STARTING FRIDAY 


I ■ 


tram ) jury W ednesday bv Justice p ^ s 
d e c U ^ ' a i . gov 


^ 
p 
o 
i 
^ 
f 
r 
. 
t 
V 
. 
p r - ’ 
m o th e rin la w 
and 
brother-in-law 
Friday night in their home. 
* The case will be considered by 
The present grand jury, now com­ 
pleting the study of 27 present­ 
iments*. The Jury I* expected to 
pompletc questioning of 22 wltne*- 
Des today and to begin examining I 
| " " ■ ■ . 
;"” T - 7 7 7 7 T T ^ 
evidence preparatory to returning 
: *}(*) 


CRASH KILLS MAN. HURTS S 
LONDON. O . April 2 0 —William 
Davo. 23. of Toledo, w as injured 
fatally and 
three other 
persons 
were 
hurt, one seriously, In 
an 
automobile trio k accident in route 
Addressing ^te American chih ct j 2 six mile* weal of Port Clinton. 
at 1:50 a rn. today. 
em- 
idem. 
Roosevelt’* proposal “without lo* 
log a single bit of their authority 
or prestige." 
“ Your president.” he added, "has 
rendered a real service to all in 
applying to this perilous situanou 
the clarity of his intelligence.” 


true bills by Friday morning 
Nineteen witness©* 
were ques­ 
tio n ed W ednesday, Court attaches 
Mlllhprnw 
predicted that unless questioning 
Mulberry Street. F a t t E 
was delayed today, the Jury would ):£ 
Complete its work by Frida: night 


| STAR Theatre f 
':■< 
Mulberry Street. East End 
I 
LAST TIME TODAY 


K -E-E-P 
F -l-T 
Th® Joyous Way 
Roller Skate 
T O N I T E 


TOMORROW NIGHT 
Ladies* Nite 
ROLLER SKATE 
FOR H EA LTH 'S S A K I 
Winland Auditorium 
ADM. 25c. 
7:30 to 10:80 


I MERLI OBE RON & 
TX* A 
w 
4 ’- 
X 
I 
I 
•AS 
~ 
^ 
V A COMIDY IN TECHNICOLOR Sc’ j 


$ 
• 
A 
L 
S 
O 
• 
< * > 
® 
u a 
♦ 
a <: 
mJm/ilevituS 
MISS I 
I 


. 
___ 


LIBERTY TH EA TER 
W ELLSV ILLE. OHIO 
TODAY ONLY 
•I MET my LOVE AGAIN’ 
Friday— Saturday 
(Qunga Din* 


PALACE TH EATER 
SALINEVILLE, OHIO 
TODAY— FRIDAY 
Geo. Brent—O. deHaviland 
‘Wings of the Navy* 


LINCOLN TH EATER 
CHESTER. W. VA. 
TODAY— FRIDAY 
D, Forau—G. Page 
‘Heart of the North* 


LIBERTY TH EATER 
MIDLAND. PA. 
TODAY— FRIDAY 
G. Cooper— Merit Obaren 
‘Cowboy and the 
Lady* 


* 
tA U G H T E K l 


CLAU D ETTE 
COLBERT 


...h e r h est since " It 
H appened O ne N ight" 


DON 
AMECHE 


girts, h e’s irresistablel- 
In 
MIDNIGHT 


john Barrymore Francis Ledger Mary Astor 
g e ed fer e thew* 
is h e a sm eethie 
more glam orous 
th en over... 


SHOWING LAST TIMES TODAY 
ALLISON SK IPW O RTH 
I 
ROBT. KENT 
. 
POLLY MORAN 
I 
ANNE NAGEL 
HIT S I "LAD IES in 
D ISTRESS" I “GANG 
B U LLETS” 
BIG 


5 T H T E 
LAST 2 DAYS 


THEY LEARN TO UVE O m SU C S* 


A I s o - 
E dgar Kennedy 
Comedy 
C artoon— Nawa 


COMING SATURDAY 
Another Immortal Character 
Joins The Motion Picture 
Gallery Of The Great! 


AMIilCA S 
MOST 
THRILLING 
STORTI 


T «tnnath Century-Fo* Prwenct 
DARRYL F. 2ANUCK S 


> el 
TOE STORY OF 
Jim rnEk 


wed) 
OO Id 
I OE ITT A 
MIM) 
AMECBE • YOUNG • FONDA 
Charlet Coburn • Gen* Lock hu rt1 
Spring By t a tto o • Sally Blanc 
Polly Ana Yount • GoorfitM I our 


Now Playing Its 
3RD WEEK 
at Roxy Theatre 
New York 


U. U. P. REGUMMENDS 
25 FOR STATE JOBS 


Executive Group Of County 


Makes Indorsements 


Special T* Th* Review. 
LISBON. April 20.— The county 
Republican 
cxecisHve 
comm ittee 
m ade 25 recom mendation? to Srate 
C hairm an Ed D. Schorr W ednesday 
night for state posts at 
Colum­ 
bus. 
Most of the jobs were for typists 
and clerks and one for an auditor 
in the Industrial compensation d e ­ 
partm ent. 
The committee, which 
m et in the courthouse here, named 
all county candidates. 
Lynn R. R iddle vice chairman 
of the county Republican central 
committee, 
?aid 
a representative 
from Columbus would be here next 
week to study recom m endations for 
replacem ents of seven clerks and 
typists let out a t the county old 
age pension office within the last 
month. 
Plans were made for the regular 
quarterly meeting of the county 
central comm ittee April 26 in court­ 
room I in the courthouse, when 
plans for the August prim ary cam ­ 
paign and organization principles 
will be discussed. 


Find 
your lost friend 
with a 
W ant Ad 


GUITARS 
SPECIAL 
OFFER 


INCLUDES EVERYTHI NG 


# Instrum ents and Case 
# 24 P riv ate Leeeons 
# Lessen M aterial 
# Picks. Steel-A ccessoriee 
Plus Sm all Down P aym ent 


H A L L ’ S 
MUSIC STORE 


104 W . FIFTH ST. 


Last Day! 
Jackie Cooper “ N ew sboy’s H om e” 
E. Lows “S ecrets of a N urse 


Adults I 
15c 
Anytime 


BIGGEST SHOW VALUE IN TOWN 


A M f M C A N 
. A L W A Y S 2 F E AT UU BS 
2 DAYS ONLY STARTING FRIDAY 


lo mc 
^ 


r C M d r w l 
toe 
Awy<irwj 


PO SITIV ELY FIR ST RUN! 


' “S r 


OUR 8 ECOND FEA TU R E 
VAHSING cornier 
V * BCrwiIN p o st-w ar 
i f e (HONECK **4 TEXAS 


ADOED EXTRA!, 
New Serial “ Flam ing F ro n tiers” No. 10 
On the Stage^— Friday N ite 9 P. M. 
• AMATEUR NUE i 


DON’T FORGET TO ATTEND OUR 


^ 
M 
I D 
H 
I T E ^ 
FRIDAY NITE — APRIL 21ST 
DOORS OPEN 11:46-TICKETS NOW ON 
SAUS AT BOX OPPIOE • ALL SEATS 28c 


I 


YOU MUST SEE TO BELIEVE 


O II O U R S T A G I 


WE DARE YOU TO S E E 


Dr. Silkini’a Midnite 
“ GHOST SHOW” 


Real Spiritualistic Seance! Ask 
Questions! Spirits W ill Answer! 
GHOSTS W ill Walk The Aisles! 
GHO8T 8 W ill Sit Besides Y ou ! 
SPOOKS! 
SPOOKS! 
SPOOKS! 


LADIES SHOULD 
HAVE MALE ESCORTS 


I 


-ON THE 8 CREEN - 


A Blood Curdling 
HORROR PICTURE 
“ GREEN EYES” 
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RIVER TONNAGES 
DONOHUE UP 


Worth Of Goods Shipped In 


1938 Rose $1,700,000 


By The A**oci«ted PreM. 
CINCINNATI. 
April 
2 0 .—Ton­ 
nage chipped on the Ohio river 
last veer dropped 12 percent from 
1938 figure*, the annual report o 
the army engineers showed today, 
but the value of goods moved rose 


$1,700,000. 
Col. E. H. Marks. Ohio rije r di- 
▼islon 
engineer, •nnouneed that 
1938 movements totaled Jj.587.4 .. 
tons, as com pared with * • 


usa ^ wer e l0U/2 * S ,394.443. 
against 


fig u ^ .l c o ip a r e d : ^ t h e 


all-time tonnage peak e*tabli8b^ j 
in 1936—24,383.689. and the record 
values of 1935-»286.402,04l. 
How 
ever. they were far ahead of *b 
low figures of 1932. when 14.316.914 
tons worth $153,736,626 moved 
Col. Marks c r e d ite d the |ncrea®*] 
1938 values primarily 1 to inertias sd 
shipm ents in petroleum P iq u e ts 
and an increase in value of CPr’a 
commodities which were iiliipped in 
large quantities." 
Petroleum ship­ 
m ents totaled 2.674.434 OM. 
Coal shipments of 1 0 .26 2 .8 6 7 tons 
made up half the total moved on 
the river. Tonnages of o 'ber com­ 
modities 
i n c l u d e d 
c o k e 
6 3 8 J I 5 . 
sand and gravel 4,. 6 8 .3 5 8 . cement, 
81.070; iron and steel 1.1U.8M. 
logs and lumber. 
1 5 7.6 1 6 ; stone. 
316.764; miscellaneous merchandise 
646.206. 
General ferry traffic, not 
included in the totals, amounted 
to 1.4 32.796 tons. 


s c h o o T h o n o r g r o u p 
HAS ETIQUETTE FORUM 


Spwisi T» Th* R**i**- 
MIDLAND. April 20.—The Na­ 
tional Honorary society of the local 
high school conducted its second 
and last open forum here W ednes­ 
day night in the high school music 
room. 
"Etiquette Problems of Midland 
Students" mas the topic. 
Seven 
members of the society spoke on 
the following subjects: 
“Person- 
ality.” Albina Bennett; 
”In 
the 
Schoolroom.” Veronica Koss; “In­ 
troductions and Family Relations. 
Hilda 
Liener; 
“Table Manners.” 
Beatrice 
Rodgers; 
“Conduct 
in 
Public Places,” Lois Reed; “G irls 
Clothing. ’ Regina 
Helfrich. and 
“Boys’*Clothlng.” Joseph Sepos. 
Other students, faculty members 
and parents were guests. 
Miss 
Ruth Glenn sponsors the group, 
composed of students selected for 
their high ranking in studies and 
extra curricular activities. 


OFF FOR A VACATION 


r n . , . * £ 


Many Facilities 
Offered To You 


The MacLean Funeral 
Home is more than a 
building, housing a fu­ 
neral organization; 
it 
Is 
an 
institution 
for 
service that is complete 
and modem in equip­ 
ment, fscilities. meth­ 
ods, 
end 
manpower. 
There is noextra charge 
for the use of our home 
We invite you to 
viiit here anytime 


Licensed In Ohio 
and West Virginia 


P H O N E 
W E L L S V IL L E 53 


- M A C L E A N - 
FUNERAL HOME 
SOS SIV*«S101*,w »USVtltt.OMIO 


Gen. Cornelius Vanderbilt, so­ 
ciety leader, reveals him self as 
an aviation enthusiast as be pre­ 
pares to board a clipper ship at 
Miami for H avana. Cuba. and a 
vacation. 


I.O.O.F. LODGE PLANS 
RALLY FOR DISTRICT 


State, Regional Officers To 


Appear Here April 28 


East Liverpool lodge 379 Odd 
Fellows will entertain state and 
district officers and their wives at 
a meeting of Odd Fellows and Re- 
bekabs in the I. O. O. F. tem ple in, 
W est Sixth st. Friday night, April] 
28. 
The visiting delegation will in­ 
clude L. W. Jones of Mt. Vernon, 
grand m aster; C harles T. Gross of 
Columbus, grstwi secretary; George; 
Neffner of Columbus, representa­ 
tive of the sovereign grand lodge; 
District 
Deputies 
Switzer 
a n d 1 
Boonsack of Canton and others. 
The party will stop in East Liv-1 
erpool enroute to Pittsburgh where; 
they will attend a tri-state meeting 
of the Ohio, W est Virginia and 
Pennsylvania grand lodges Satur­ 
day and Sunday. 
Members of Niraisilla lodge 39 
of Canton will exemplify the third 
degree st the m eeting here. Dele­ 
gations of Odd Fellows and Re- 
hekahs from E ast Palestine. W ells­ 
ville. 
Lisbon, 
Salem. Salineville. 
Smiths Ferry and the East End Odd 
Fellows and Rebekah lodges are 
expected to attend. 
The 
comm ittee 
in- charge 
in­ 
cludes Newton Layne, district dep­ 
uty; 
Norman 
Lanniag. 
Claude 
Smith. 
Richard 
Thomas, 
Hollis 
Logue. Harold Geren. Charles Kidd 
Jr.. William Childs, Jam es 
Mar-1 
tin and R. D. Perrin. 


Debris Yields Map Of 1800 
W ESTERLY. R. L — Clearing 
debris of wrecked sheds after the 
September hurricane. Henry H ar­ 
vey found a map of Rhode Island 
showing that in 1800 the state was 
bounded 
“on 
the 
west 
by 
the 
Devil s Belt, on the north by Mar- 
aganset land. on the east by blue 
and yellow sand and on the south 
by blue ooze.” 


Want to Own a Home? 


Why not plan to buy or build 
* 
hotT' 
n *ht 
now—this 
spring? With the help of our 
budget loan plan you may 
find that a new home will coat 
no more per m onth than 
present “rent money” ! Come 
to our offices, tomorrow, or 
Write for full detail*—you’ll 
receive prompt and friendly 
service without obligation. 
a 
* 
The Potters Saving 8 Loan Co. 


* ASHINGTON AND BROADWAY 


e a st LIVERPOOL, OHIO 


A SHOWER of BARGAINS 
THURSDAY - FRIDAY and SATURDAY 


STURDY — CHROME PLATED 
CHICKEN 
FRYERS... 


Th# roomy— all purpose 
fryers that never need 
scouring. 19 Inches In diame­ 
ter— 2 Inch pan depth and 
inch to top of lid. 


GOLDEN GLOW GLASSWARE 
CUPS oni 
SAUCERS 


G o l d e n Gl ow 
Glassware w i t h 
Ruffled^ Border 
Design 
E A C H 
P IE C E 


FORTEK—ELECTRIC—DOUBLE 
GRILLETTES 
ON TRAYS 
WITH GREASE RECEIVER 


Here’s a new type of grill! 
Toasts one slice of bread 
or a triple decker sand­ 
wich . . . fries bacon, egg;;, 
steaks, chops and makes 
pancakes, shining nickle 
plated finish. 


DOUBLE 
SIZE 


Crease Spout and Removable 
Grease Receiver 


CANDY SPECIALS 


FOUNTAIN SPECIAL 


FRESH FRUIT 
Strawberry 
Sundae 


Two large seoopa of strawberry Ice eraam— 
covered with lots of fresh strawberries and 
topped with whipped eream. 


D ELIC IO U S LUNCHEONS 
Served D e lly ............... 25c 


M O NEY SA V IN O PRIC ES ON 
REMEDIES and TOILETRIES 


5 Lb. S a g 
a q 
EPSO M SA LT S ... I S G 
3 oz. Box 
a 
SEN N A LEA V ES .. I ■ C 
60c Blue Bonnet 
J I O # * 
T EX A 8 C R Y ST A LS 
$1.20 Bottle 
Q Q # % 
Scott’s EM U LSIO N D O C 
40c Fletchers 
O I # * 
C A S T O R IA 
O I C 


75c Ayera 
PECTO RAL ... 
35c Plso’s 
COUGH SYR U P 
50c Vleks 
NOSE DROPS .. 
25c Sit* 
FEEN A M IN T .. 
$1.00 H. K. 
W A M P 0 LE 8 .. 


35c Bottle of 60— Graham’# 
M ILK OF M A G N ESIA T A B LET S 
17c 


50c Ipana 
TOOTH P A ST E 
50c Woodbury’s 
FACE PO W DER 
55c Lady Esther 
C R E A M .......... 
50c Jergen’a 
LOTION 
10c Lux 
8 0 A P 
3 


Pint Bottle— Peoples Quality 
RUBBING ALCOHOL . 


25c Size 
EX L A X ........ 
60c Size 
M U R IN E ........ 
75c Size 
DOAN’8 PILLS 
N EO V IM 
T O N IC .......... 
30c H ills 
Cascara Quinine 


25c Bottle of 100— People* Quality 
H IN K LES P ILLS 


3 oz. bottle 
a a # * 
Camphorated OII . I I C 
4 oz. bottle 
a A _ 
CASTO R O I L 
I C C 
2 oz. Bpi rite 
a rn 
C A M P H O R 
I I C 
Large Size 
O A 
* 
PETRO L AO AR .. W O 
50c Size 
a a s 
D E W IT T ’S PILLS. 


35c Vicks 
SA LV E ............ 
$1.25 Size 
A B 80R B IN E JR 
35c Grove’s 
L. B. Q. Tablets 
$1.25 Size 
CREOM UL8ION 
25c Size 
ALKA SELT Z ER 


tOc Lifebuoy 
a* 
S O A P 
3 
75c Fitch’# 
SHAM POO ___ 
40c Pepaodent 
TOOTH P A ST E 
50c Hind's 
H. A. C REA M .. 
$1.00 Inspiration 
FAOE PO W DER 


Mc H and'. 
W O RM SYR U P 
60e Condensed 
JAO SA L T S .. 
$1.00 Miles 
N E R V IN E ___ 
50c Size 
LYSOL ______ 
50c Size 
LAVORI8 ..... 


10c SAXON 
PAPER 
TOWELS 


for 


P ractical, ab­ 
sorbent 
paper 
towels that will 
serve 
m a n y 
uses Save 
on 
laun­ 
dry bills. 


QUANTITIES LIMITED 


Pkg. of 60 
P A P E R 
a _ 
N A P K IN S . * 9 6 
2 for 7e 


2 Q t Hot 
Water Bottles 


Sugared — 
Toasted 
Peanuts. 


ib . 


Crispy, first quality, tosstsd peanuts, 
with a sugar and molasses coating. 


Pocket Comb and 
N A IL F U E A 
- 
S E T 
w C 


Box of 12 
v 
MODE88 


IM P O R T E D — O L D IN G L IS H 
RUM and BUTTER 
TOFFEE 
20c 
e • • a a 1 7 c 


Foeualng 
F IE L D 
G L A S S E S 98c 


This 
Sale 


Rich In rum flavor. Each place 
Individually wrapped. 


C H O C O L A T E C O V E R E D 
BRAZIL NUTS 


Strung . 1 7 C 


Crunchy whols Brazil nuts • • 
dipped Into dark vanilla-sweet 
chocolate. 


2 QT. 
FOUNTAIN 
SYR IN G E 
42c 


A L U M IN U M 
S A U C E 
4 A 
J 
P A N S .. I n e 


Chocolate Covered 
ORANGE 
4 
0R EA M 8 . . Ib. I UC 


Chocolate Covered 
19C 
W H IP8 
Ib. 


Malted Milk Balls 


Attar Dinner 
M ELLO 
4 C r 
M IN T S 
Ib. I UC 


POCKET 
BALANCE 
SC A LES 


M a l t centare 
covered 
wltn 
delicious choc­ 
olate coating. 17c 
lb. 
Roasted-Salted 
o A S H E w 
2 < j c 
Nu t s 
lb. 
9c 


W IR E 
D ISH 
D R A IN E R S 19c 


Checolate Nonpareils 


Everyone Enjoys 
if a f 
This Dainty Candy JI 
lb . 


17c 


’ 17c 
59c 


4 PLA YER 
CROQUET 
SET S 
98c 


9 oz. Libbay's 
Safadga 
A . 
Tumblers aa. O C 


.■ 
— 


12c 
Pound Box 
M O T H 
4 
B A L L S .. 
I 


C E L L O P H A N E 
G ARM ENT 
BAGS 
25c 


Small dainty mounds of pure, rich creamy 
chocolate 
. covered with sugar beads. 


BRING YOUR PRESCRIPTIONS 
TO PEOPLES 
. , 


THERE IS NOTHING 
MORE IMPORTANT! 


Purity and strength of drugs, knowledge and sk ilfu l com­ 
pounding arn im portant . , . but EXACTNESS is even more 
im portant in the filling of prescriptions. 


To assure thin exactness . . . only the best and moat accur­ 
ate balance scales are used at PEOPLES. Barb one Is gov­ 
ernm ent inspected at regular intervals. Only graduates of 
teated accuracy are used for measuring liquid ingredients. 


Sm oker's Specials 


Pound Box 
M O TH 
F L A K E S IOC 


P O T T E R S ’ 
RU BBER 
SPONGES 
19c 


SALE of CIGARS 


• M ILLTRO 
, 
• QUINTE88A 
J L Q cach 
• PALM A VILLA 
Bo, 
• COLWOOD 
0f 50 99C 


Smokes that will please any man. 


Guaranteed 
Fountain 
Pens ... 39c 


35c Q U A L IT Y 
W H ISK 
BROOMS 
16c 


TW O 10c T IN S OF 
UNION LEAD ER TOBACCO 
and 
A Genuine LORCO 
B R IA R PIPE all for 


Smokemaster Jr. 
ASH 
RECEIVERS 


each 


Four cigarette rests . . . six 
softer edges . . automatic drop 
and removable top. 
Mahogany 
and chroma finish. 


PRESTIGE 
KEEN DOUBLE EDGE 
* RAZORBLADES 
Box of 
^ 0m 


25 Blades ....................A jj ® 


These doubledg* super keen blades are 
made of blue chrome steel. 


Handsome Spun Aluminum 
BUN 
WARMERS 


9 8 c 


W arm s leftover* and 
keeps food hot for 
fit* risers. 


TW O C U P S IZ E 
P E R C O L E T T E S 


E A C H 


Just th* 
thing for 
the small 
horn*. 


DART DOG FOOD 


1 ^ * OZ. C A N 


™ ,s 
A #t 
S A L E ......... 4 C 


Cooked In the can. 
Contains 
Meat by­ 
products 
manufac­ 
tured under sanitary 
conditions. 


E X T R A H E A V Y M E T A L 
FRYING SKILLETS 
26c 


Heavy cold rolled steel 
skillets. 


R U S T IC W O O D 
WR E N H O U S E S 


W ell-m ade — 
with a 
parch 
and doorway. 


P IN K G L A S S 
FRUIT JUICE G0RLETS 


In Smart 
Footed 
• ST YLE 


Lovely 6 oz. size 
Goblets 
in 
th* 
smart footed style 
. . and in a beau­ 
tiful 
ribbed 
de­ 
sign. 


ft 
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Social Affairs 
M 
~ISS El HIEN M c C o n n e ll, daughter of Mr, and Mrs. E. C. Bartley 
of E truria at., became the bride of Emery W alker, aon of Mr. aud 
Mrs. Floyd W alker of Chester, Tuesday. 
The ceremony a a s performed at IO a. rn. in the Chester Presbyter- 
4an church by Rev. C. T. W ilm er. Miss Marie Rindfuss and Russell 
•'H enry were attendants. 
4* 
vfra. W alker wore poudre blue 
* .h navy blue accessories. 
Her 
sage was of yellow roses and 
get-nie-nots. Miss Rindfuss was 
•seed in navy blue with accessor- 
to match. Her corsage was of 
denies. 
loth Mr. and Mrs. W alker are 
ployed with the Frants Baking 
here. They are living tempor- 
• 
ly with the bridegroom’s parents 
on Carolina *«ve„ Chester. 
X 
X 
X 
'•»*. and Mrs. W ilbur H. Nagel 
'-'en a farewell party Wed- 
by employes of the 
•eterla at the home 
.+ Sutton of Madison 
heifer 
The I. 
ests were served a buf­ 
fet lunch by the hostess, assisted 
by Mrs. Earl Carlton, T. F. Bchef- 
fer presented Mr. Nagel with a 
gift from the guests. 
Prises 
In 
games were awarded Mrs. Nagel. 
Mrs. Minnie Heasley, Mr. Scheffer 
and 
W ayne 
Dorsey. 
Sweet peas 
were decorations. 
Mr. and Mrs. Nagel are expected 
to leave this week for Kentucky 
where Mr. Nagel will assume his 
duties with the state staff of the 
Y.M.C.A. He has resigned as gen­ 
eral secretary of the local Y M CA. 
and will be succeeded by Earl Carl­ 
ton 
X * X 
* 
A' review of the book, “Radio 
and the W riter,” was given by Mrs. 
Bernard Purlnton to 20 members 
of the Helen Gould literary club 
m eeting Wednesday night at the 
home of Mrs. Fred Stoddard of 
Park way. 
Mrs. Robert Earl gave a review 
of the play “Abe Lincoln in Illi­ 
nois.” Two gueeta were Mra. H. B. 
Du Bo I a of Trenton. N. J.. a former 
club member and Mra. John Klnds- 
vatter. 
Lunch was served by the hostess, 
assisted by Mrs. W alter Aahbaugh 
and Mrs. H. W. Store. 
Mrs. Richard Carson of Lincoln 
ave. will be hostess to the club 
May 2. 
X 
* 
X. 
Seventeen mem bers and guests 
attended the m eeting of the Live 
Wire club W ednesday night at the 
borne of Mrs. Mildred Petln of 
Academy st. 
Games 
wars 
diversions 
with 
prises going to Mrs. Ray Esen- 
hurtb, Mrs. Margaret Gibbons and 
Mrs. Ada Bangor. Mrs. Rhea 811- 
verthorn assisted the hostess In 
•erring lunch. 
Guests were Mrs. Evelyn Wolfe, 
Mrs. Bangor, Mra. Mary Rotb. Mrs. 
Anna McConnell. Mrs. Bessie 811- 
rerthorn, Miss Marjorie McConnell 
and Mr*. Madeline Silverthorn. 
Mra. Elizabeth Salters will be 
hostess to the club April 28 at 
ber home on Llnooln ave. 
M 
M 
M 
Misses B etty Palmer and Mary 
Ellen Taylor conducted a program 
on “City Shadows” when the Silv­ 
er S tar chapter of the W orld Wide 
'u lld of tho F irst Baptist church 
lot recently at the home of Miss 
»ra McEUroy on W est Third st. 
Miss Georgian ta Thomas, vice 
resident, conducted the business 
eeslon and Mist Grace Cline led 
evotions. 
Refreshm ents 
were 
enred by the hostess. 
Mra. Bertha Woods of Pleaaaut 
H eights will 
be 
bos tees 
to the 
group May 15. 
M 
M 
M 
Mrs. .William Polk was hostess 
to W ednesday Afternoon 
Bridge 
club at her home on Broadway, 
Two tables w ere in play, pith 
trophies awarded Mr*. William Mc­ 
Donald and Mrs. Byron Skinner. 
Mrs. Frank Schmelzenbach recelv 
I a guest prize. 
Luncheon was served at 1:30 by 
e hostess, sssisted by her sister 
-law, Mrs. J. O. W ebster. 
Mrs. 
Adward 
Farrsli 
will 
be 
noetess May 3 at the Schell tea 
room. 
M 
M 
M 
Mrs Taylor Wedgewood, conman 
der, conducted the business session 


DAILY PATTERN 


house 
tea 
room * in 
Ohloview. 
Trophies 
were 
awarded 
Mrs. 
Charles Wooley and Mrs. Floyd 
Vess. 
* A I o'clock chicken dinner wa* 
served. The next meeting will be 
April 26 with Mrz. John Myers of 
Wyoming ave. 
. 
M 
M 
M 
Ten tables of 500 were in play 
Wednesday*night at the card party 
sponsored 
by 
Women of Moose 
chapter 6(2 in the Moose ball on 
East Fourth st. 
Prizes were awarded Pete Made- 
las, Edward Collins, Mrs. Mildred 
Tolson. Mrs. Edna Briggs, Mrs. Roy 
Hoyt and Mrs. Elsie Plant. 
The fourth In the series of par- 
ties will be held W ednesday night 
in the hall. 
M 
M 
M 
The Social OrdPr of Be&uceaht 
met recently In the Masonic tem­ 
ple when the degree team practic­ 
ed for an Inspection which will be 
held May I. 
Mrs. Otto Vosameyer 
will be the Inspecting officer. 
Plans also were made for a six 
o’clock dinner to be served In con­ 
tection with the inspection cere­ 
mony. 
X 
SS 
Mrs. Sum ner Groglode, Mrs. May 
McNlcol Bernard. Mrs. Henry Os- 
term snn and Mrs. W alter Ntblock 
won high scores In a four-table 
duplicate bridge party at the East 
Liverpool Country club W ednesday 
afternoon. 
Plans were made for another 
party next W ednesday afternoon 
In the club. 
M 
M 
M 
The M.N.H. club met recently 
with MIS* Theda McCoy of Drury 
lane. Fancy work and a guessing 
contest formed the diversion of the 
evening, with prize* going to Miss 
Pauline Odto and Miss Mary Tope. 
Refreshment# 
were 
served 
by 
Mise Jane McCoy, to seven guests. 
The next meeting will be held May 
I a t the home of M ist Gero on St. 
George st. 
M 
M 
M 
The regular meeting of Vogette 
club, originally set Friday night st 
the home of Mrs. ben a -Reeder of 
C enter st., has been postponed un­ 
til April 28 
M 
M 
M 
Personals 
Mrs. John Grant, Mrs. Jennie 
McShane. Mrs. A rthur Spicer, Mrs. 
Jam es 
Crawford, 
Mr*. J. 
Davis 
Barnard and Mra. Ralph Markall re­ 
turned W ednesday from Uhrichs­ 
ville where they attended the two- 
day presbyter!*! conference of the 
W omen’s Home and Foreign Mis­ 
sionary societies of the Steuben­ 
ville Presbytery. 
Mr. and Mrs. W esley Armstrong 
of W ilmington. Del., have return­ 
ed home after spending a week 
with Mrs. Armstrong’s parents. Mr. 
and Mra. C. A. Ooodballet of Penn­ 
sylvania ave. 
M 
M 
M 
Wellsville Social Notes 
Mrs. El O. Kuhlmsn of Main et. 
entertained bridge club associates 
Wednesday afternoon at the Broad­ 
way Inn. 
After a I o’clock lunch, two ta­ 
bles of bridge were In play. Guests 
were Mrs. Fred K tttleberger 
of 
Mount Vernon. O., and Mrs. J. C. 
Fit eh. 
Mrs. Charles Hall of Seventh st.. 
E ast Liverpool, will entertain the I 
club next. 
’ M 
M 
M 
Chinese checkers and 
diversions 
when 


V E R Y NEW BO LERO 
E N S E M B LE ! 
P A T TE R N 4134 
By AN N E ADAM 6 
This is Just the bolero dress you 
need to carry you Into and beyond 
the summer-holiday season . , . 
and it's an Anne Adams design, so 
you can be sure It's simple to 
make! U ke many of the frocks 
you see on best-attlred women to­ 
day, this very chic style 4134 has a 
skirt th at extends In a point over 
the diaphragm. One fitting will 
convince you that this high waist­ 
line ta particularly good for the 
figure! You’ll love the awing of 
the skirt with its flaring front 
panels . , . and the very "fem inine’’ 
shirrings and gathers of the lace- 
trimmed bodice! Because of heat- 
spells ahead, the sleeves are an 
open type. On cool days, wear the 
sm art, useful, puff-sleeve bolero. 
Pattern 4134 la available In m iss­ 
es* and women’s alzea 14, 16, 18, 
20, 32, 34, 36. 38. 40 and 42. Size 
16 dress, takes 31 yards 39 Inch 
fabric. 
Send 15 cents In coins for this 
Anne Adams pattern. W rite plainly 
size, name, address anti style num­ 
ber. 
- 
Order, 
and 
enjoy, 
the 
finest 
Anne Adams spring pattern boolt 
ever Issued' 
All those stunning 
clothes you want to make In a jif­ 
fy are ‘‘paged!” Select from frock* 
for classroom, office and the home! 
Also —- "special occasion” gowns, 
sportswear, suits, lingerie, and en- 
aembled outfits! Patterns for every­ 
one from one to seventy are In­ 
cluded, slid each brings im portant 
hints on how to sew easily, thrift- 
fly. sm artly’ W rite today. Price of 
book 15 cents. Price of pattern. 15 
cents. Together, book and pattern 
are 25 cents. 
Send your order to The East Liv­ 
erpool Review, pattern department. 


Mrs David Boyce of Neptune ave. 
Mrs. Albert Maple of Florida ave. 
ie visiting today in Pittsburgh. 
Rev. and Mra. C. T. W eimer, Mrs. 
G. E. Lewis, Mra. E. C. Caughey and 
and Mrs. John Evarts are attending 
the meeting of Wheeling Presby­ 
tery today at Wheeling. 
X 
% 
X 
Newell Social Notes 
Gleaners class of the First Meth­ 
odist Episcopal church will meet 
tonight at 7:30 at the home of 
Mrs. Vera Eckleberry of Grant st. 
X 
X 
X 
Midland Social Notes 
Mrs. Floyd Allmon, past worthy 
matron of the Midland Jessam ine 
chapter of the Order of the E ast­ 
ern Star, entertained the past of­ 
ficers of the order at a luncheon 
W ednesday afternoon at her home 
in Industry heights. Many of the 
women 
present were from 
Mid­ 
land. 
Auction bridge and Chinese check­ 
ers were the diversions. Prizes 
won were ss follows: Mrs. John 
F. Crichton, high in suction, and 
Mrs. George Dawson, second, and 
Mrs. 
A rthur 
Ewing, 
coisolation. 
Mrs. Troop won first in checkers. 
The rooms were decorated with 
bouquets of jonquil and hyacinths 
end the lunch was served by Mrs. 
Allmon. Capsule sisters were re­ 
vealed and many gifts exchanged. 
The affair also Included a hand 
kerchief show er for Mrs. Edith 
C hrlstler of Shippingport, who left 
W ednesday for Pittsburgh to make 
her home. Mrs. C risper was a 
charter member and past m atron 
of the Jessam ine chapter. 
x 
rn 
X 
The Girl Scout troop 2 bake sale 
planned for April 29 has been In­ 
definitely postponed. 
X 
X 
X 
The annual mother-daughter ban­ 
quet 
of 
the 
First 
Presbyterian 
church will be held May 19 In the 
social room. The banquet will be 
prepared by the men of the church. 
X 
X 
X 
Lisbon Social Notes 
The Horosls club was entertain­ 
ed W ednesday evening In the home 
of 
Miss 
Florence 
Frederick 
of 
North Market st. 
Mrs. H. K. Bye 
led the discussion on "New Ideas 
In Science.” 
SI 
IR 
at 
Lisbon Personals 
Mr. and Mrs. N. H. Ramsey have 
returned from a visit with their 
daughter, Mrs. Charles Flrmin and 
family In Robinson, IU. 
Mrs. A. E. Christopher attended 
the funeral of her uncle. Frank 
Crook, In E ast Liverpool, W ednes­ 
day. 


TODAY’S NEEDLEWORK DESIGN 


I 243 W. 17th st., New York. N. Y. 
500 were 
the 
Friendship Rager. Mrs. Rager also received 
club met W ednesday night at the 
traveling prize. 
home of Mrs. Bernard Ruder of 
Chester. Mrs. Earl F. Smith and 
daughter. Martha Ann, of Midland 
were guest*. 
Lunch was served by the hostess 
assisted by the Midland guests. 
Mrs. Ellsworth Randolph of the 
Salineville road will entertain the 
club May 3. 
x 
rn 
X. 
The Loyal Women's c la sse r the 
when Friendship lodge 14 of the! First Christian church, which was 
to me^t tonight in the church, has 
Indefinitely postponed its meeting 
X 
X 
X 
Women’s Missionary society of 
tile 
Methodist 
Episcopal* church 
will meet tonight with Mi** Laura 
Anderson of Commerce st. 
X 
X 
X 
Mrs. Albert Grafton of LaCroft 
entertained the Mark Cotter 500 
club Wednesday afternoon at the 
Schell lea room in East Liverpool. 


Star of Bethlehem met recently in 
the Odd Fellows hall on West 
Sixth st. 
Miss Janet Ha idle, Mr*. Eliza­ 
beth 
Jone* 
and 
Mr*. 
Adelaide 
Dulse 
were 
awarded 
prizes 
In 
game*. Lunch was served by Mias 
Maude Chetwynd. 
Mr*. Jane Capper will be hostess 
when the group meet* May 2 in the 
hall. 
X 
X 
Two tables of 500 were Iii play j Two tab!*** of bridge were in play 
when the O. D. O. d u b met Wed-, with high score awards going to 
aeaday afternoon at the Spencer Mr*. Robert Dell and Mr*. William 


METZ'S 
SPECIAL SALE 
Of Early Spring 
MANISH SUITS 
and Dresses 


1 / 3 
OFF 


You will want several dresses when you see what 
values they are. 
Now $1.98 to $14-9$ 
Were $3.95 to $29.00 


Be here early as these dresses will not last long, Bizes 
9 to OO. All shades—light or darks. 


Shop in East Liverpool’s Newest, Moat Modern Store 
METZ FUR CO. 
118 W. FIFTH m. 
EAST LIVERPOOL, O. 


Refreshments wore served Mr* 
O. E. Reese of Broadway will en 
tertaiu the group May 3 
X 
X 
X 
Wellsville Personals 
Mra. Fred Klttenberger of .Mount 
Vernon, O., and her father, John 
Vandling of Erie, Pa., are visiting 
h*re with friends. 
Mra 
Frank 
Smurthwaite 
of 
Louisville, 0., I* visiting here with 
friends and relative*. 
X 
X 
X 
Chester Social Notes 
The Wednesday Afternoon club 
met Wednesday afternoon at the 
homo of Mrs. Albert Mane) of In­ 
diana ave. Two tables of BOO were 
in play with prizes going to Mrs. 
la ste r White and 
Mr*. 
Walter 
Shaw. 
Guest* were Mrs. Claire Temple 
and Mrs. Joseph Murphy. 
A 6 
o’clock dinner was served by the 
hostess. 
Mrs. Harry Linden of Fourth st., 
East Liverpool, will be hostess to 
the group May 3. 
X 
X 
$ 
More than 125 arc experted to at­ 
tend the annual inspection of t’res- 
»t ut 
chapter 49 of the Older of 
Eastern tour tonight at the Ma­ 
sonic temple on First st. 
Dr. Eliz­ 
abeth Keay of 
Wheeling, worthy 
grand matron of West 
Virginia, 
will be in charge of the affair, 
which begins at 7:30. A dinner will 
In* served at 6:15 by the Aletheor- 
tan class of the First United Pres­ 
byterian church. 
Many out-of-town 
visitors are expected to attend. 
X 
X. 
X. 
Chester Personals 
Bernard Grocolt of Scranton, Pa , 
ha* concluded a visit with his par­ 
ents. Mr. and Mrs. It. J. Grooott of 
Sixth st. 
I 
Dr. Elizabeth Keay of Wheeling 
ta visiting Mrs. A. JI. Dornau of 
Columbia drive. 
Mrs. John F. Shroud of 
St. 
Louis. Mo., is visiting her daughter, 


PROGRAM SELECTED 
FOR PUPILSMjONCERT 


4 Groups To Play In Final 


Recital Here Tonight 
A 
... . 
Four scholastic instrum ental mu­ 
sic groups will take part in the 
third and concluding concert of the 
season in the high school auditor­ 
ium tonight a t 8. 
They will include the high school 
band, the high school orchestra, 
grade school orchestra and the Sixth 
st. rhythm band. 
The program will 
he directed by R. F. Johnson, In­ 
strumental music teacher in local 
schools. 
The numbers to be played by the 
high school band will include selec­ 
tions to be used In the Eastern 
Ohio high school band contest in 
Lisbon Friday, April 28. 
A dance 
will be held In the gymnasium af­ 
ter the concert. 
Tickets may be procured from 
band mother* or at the door before 
the concert. 
The program follows: 
Selections. Sixth st. rhythm band. 
March. "The Thunderer,” Sousa; 
selection. "New Moon.” Sigmund 
Romberg; "Perpetual Motion," Jo­ 
hann Strauss; “Aragonaise,” from 
“Le Cid.” Massenet, and march, 
“The Gladiator, Sousa, high school 
orchestra. 
March. "Little Corporal.” Zamec- 
nik; romance. “True Hearts.” Bran­ 
son; Dutch dance. “Wooden Shoes," 
Ganne; “Dance of the Crickets,” 
Zamecnik. and overture, "Fortuna,” 
Zamecnik, grade school orchestra. 
March. “Entrance of the Gladia­ 
tors." from Futile 
H urendeau; 
first movement from symphony in 


WASHINGTON PAVEMENT 
PATTERN 2007 
W 
ASHINGTON pavement, made almost entirely of straight pieces 
of equal width la easy to cut and to piece. An outstanding de­ 
sign among patchwork quilts, It will transform your room. Pattern 
2007 contains accurate pattern pieces; diagram of block; Instructions 
for cutting, sewing and finishing: yardage chart; diagram of quilt. 
Send IO cents In coin for this pattern to The East Liverpool Review, 
N eedlecraft dept., 82 Eighth ave., New York, N. Y. W rite plainly pat­ 
tern number, your name and address. 


Variety Program To Feature Annual 
Spring Carnival At Lincoln Friday 


Art And Pet Shows, Film, White Elephant Sale, Musical 


Entertainment Arranged For School Festival 


A variety program will feature the annual spring carnival at Lin­ 
coln achoo! Friday night. 
Complete arrangem ents for the affair were announced today by 
C. W alter Ashbatigh, president. 
Miss Eleanor Dudley. Miss Lozelia Birch and Miss Jane Brown, 
aaalsted 
by Mr. and Mrs. 
Karl 9” 
Schlundt. Dr. and Mrs. Collin Kin­ 
sey, Mrs. A. E. Frosrh and Mrs. 
Neil Shope, will have charge of the 
variety entertainm ent. 
The selections follow; Song and 
lap dance and accordian numbers. 
Jane and Janet Miles, acrobatic 
dance, Geraldine Maloney. All are 
pupils 
of 
the Cassidy 
dancing 
school. 
Solo dances, Mary Lou Woollier, 
Mary 
Beth 
Finley 
and Pauline 
Crawford, pupils of Betty Lee danc­ 
ing school. 
Vocal selections, Wayne W ard; 
trombone quartet. Curtis Patterson, 
W allover Nellis, Jay Kinsey and 
Albert Michels Jr.. with Miss Jen­ 
nie Larkins accompanist. 
Two Shows Planned 
The variety program will be pre­ 
sented twice, at 7:30 aud 9. Fred 
Haney and his Sodbusters will fur­ 
nish music. 
The other main attraction, "Far­ 
mer Frolic,” will be presented on 
the second floor of the building, 
with two performances scheduled. 
It Is under the direction of Miss 
Helen Hannshs and Miss Mildred 
McGregor, with Mrs. William Mal­ 
kin, V. E. Chronister and Mr. a d 
Mrs. Alfred Boulton assi*tlng. 
The program includes: Fiddling 
Jim and His Violin, old-time melo­ 
dies, James Hepplewhite; 
boys’ 
chorus, "The Bug Band in the Hol­ 
low.” 
“The 
Spelling 
Bee,” 
novelty 
song. 
The cast 
Includes Ruth 
Rowdier, teacher, Bonnivere Mar­ 
shall. 
teachers 
pet. 
Jacqueline 
Couch. Phyllis McDaniel. William 
Sulkes. Dean Bennett and Robert 
Vesa. pupil*. 
Farmer's 
dance with Patricia 
Shope. Barbara Ann Nlswongerard 
Beverly Deiderick as Cindy. Mi- 
randy and Judy: selections. Hank 
and His Harmonica, Richard Lad- 
zinski. 


Songs and square dance, ensem­ 
ble, Mary Ellen Wolfe, Ruth Ann 
Smith, Betty Jane Carroll, Helen 
Quill, John Thompson. Albert Conk­ 
lin, Van Bogardus. Richard P eter­ 
son and Joe W eston, with Miss 
Beula Boulton accompanist. 
Art Exhibit New Feature 
A new feature of the carnival 
will be an art and collection ex­ 
hibit by Miss Elizabeth McCann 
and Miss Thelm a Richey, with Mra. 
Russell Chadwick. Mrs. Paul Hutch- 
man anti Mrs. Clifford Hindley as­ 
sisting. 
A side show Is being given un­ 
der the direction of Miss Kathryn 
Parsons and Miss E sther Dickson, 
with Mr. and Mrs. W alter Emerson 
and Mr. and Mrs. A. L. W hite as­ 
sisting. 
Movies will be exhibited by Miss 
Claudia Gill and John Decker. 
A w hite elephant sale la being 
sponsored 
by Miss Mary Helen 
Smith and Wayne Furrer, assisted 
by Mra. Ed Wilson. Mrs. Malcolm 
Thompson, Mrs. Julius Erlanger, 
Mrs. Paul Nellis and C. V. Hughes. 
A pet show is under the auspices 
of Miss Jane Brown and Miss Beu­ 
lah Crawford, a ith Otto Newlin, 
Frank Bosco and Sam Broadhorn 
judging and awarding ribbons to 
winners. 
The refreshm ent comm ittee Is 
composed of 
Mrs. John Fraser, 
Mrs. Lawrence Brown. Mrs. C.W al 
ter Ashbaugh. Mrs. John Decker, 
Mra. Jam es Dunlap, Mrs. Ernest 
Gooding. Mrs. 
Mao H artt. Mrs. 
John Evans, Mra. F. C. Caldwell, 
Mr. and Mra. George Hales, Homer 
Hoff and Thomas Porter. 
Mrs. Ray Parker baa charge of 
the check room. 
The building will be decorated 
with colored pennant* and posters 
bv A. E. Frosoh. chairman. Nell 
Shope. Ed Wilson, Purle Smith, 
Clayton G. Horn and John Evans. 


PASTORS HOLD DINNER 
HONORING W.H. NAGEL 


Association Lauds Work Of 


Resigned T Secretary 


W ilbur H. Nagel, resigned gen­ 
eral secretary of the local Y.M. 
C.A., w as given a farewell dinner 
W ednesday noon In the "Y” by 
the E ast Liverpool Ministerial as­ 
sociation. 
Sho"* talks were given by 20 
m inisters expressing their appre­ 
ciation for Mr. Nagel’a friendliness, 
sincerity, quiet efficiency and keen 
interest in church work. 
Speakers were: 
Rev. George W. 
Kiehl, Rev. J. Davis Barnard, Rev. 
F. J. Lenk, Rev. N. R. Somerville, 
Rev, C. T. W eimer, Rev. Clyde H. 
Canfield. Rev. L. ,0. Douds, Rev. 
C. C. Hanks, Rev. W. A. Miller. 
Rev. John F. Kindavatter, Rev. A. 
W. Bonace!, Rev. M. Rudolph Mill­ 
er, Rev. C. M. McKee. Rev, Jam es 
K. Seaman, Rev. E. R. Reed, Rev. 
E. E. Sowards, Rev. L. A. Britton 
and Rev. L. C hester Lewis 
H e was presented with two dark 
green Edgew ater vases with gold 
inscriptions 
The first read “From 
the E ast Liverpool Ministerial as­ 
sociation of which he has been an 
active and esteemed member.” and 
the second. “To W ilbur H. Nagel, 
secretary of the E ast Liverpool 
Y.M.C.A. from 1922 to 1939.” 
Mr. Nagel will leave this week to 
assum e his duties with the state 
staff of the Y.M.C.A. In Kentucky. 
He will work with men and boy* n 
the 14 counties of the northern dis­ 
trict. 


CUBS PLAN TO FORM 
GROUP FOR PARENTS 


Plans for a parents meeting to 
be held In the F irst Presbyterian 
church next Monday at 7:30 p. rn. 
were discussed at a meeting of 
Den I of Cub Pack 4. In the home 
of Fred HUditch In Lincoln ave. 
W ednesday night, 
A 
perm anent 
organization 
of 
parent* of the cubs will be formed 
a t tills m eeting to assist In Hie 
organization, a junior group to the 
Boy Scouts, which prepares boys 
under the age of 12 for Scouting. 
Harold Golden is the club mas­ 
ter and John Smith assistant cub 
m aster. 


OHIO MERCHANT TELLS 
OF TORTURE, ROBBERY, 


By Th* A**wi*t*d Pre**. 
CINCINNATI, April 20.—A story 
of dine hours of torture at the 
hands of four robbers who kidnap­ 
ed him in his automobile, and burn­ 
ed his face with the car's electric 
cigar-lighter, was told to police to­ 
day by Joseph B. Klekamp, 50. cof­ 
fee m erchant. 
Klekamp displayed a burn on on* 
cheek which he said was made by 
one of the men, all of whom, he 
declared, pummeled bim with their 
fists during the ride. They dumped 
him out of the machine in the w est 
end and drove away. 
Once, he said, they visited Ham­ 
ilton. and returned to Cincinnati 
about midnight to rob Klekam p* 
store, entering the place with keys 
they took from his pocket. 
Unable to locate any money, Kle­ 
kamp said the men took with them 
a new suit and an adding machine 
with total value of $155. 
Klekamp. dazed by his exper­ 
ience, said he was seated In his 
car preparing to drive home when 
the quartet forced their way into 
the vehicle. 


GROUPS AT PALESTINE 
ARRANGE HOMECOMING 


gpsrial T* The lU riew . 
EAST PALESTINE. April 20. — 
Representative* of seven local fra­ 
ternal and civic organizations m et 
here W ednesday night to discuss 
plans for a homecoming program 
this summer. 
It was decided to hold the affair 
sometime in July so that It would 
not conflict with the American Le­ 
gion street fair scheduled for late 
August. 
An honorary committee 
of prom inent businessm en will as­ 
sist with plans. 
Robert Henry, chairman In charge 
of toe fete, said another meeting 
of last night’s representatives will 
be held W ednesday. 


TWO COUNTY MEN FACE 
LIQUOR LAW HEARINGS 


Two Columbiana county liquor 
dealers today w ere listed by the 
state liquor control board to show 
cause why their licenses should not 
be revoked. 
The alleged offenders were Clyde 
A. Richardson of St. Clair town­ 
ship and Thomas J. Robinson of 
161 W est State st., Salem. 
The 
two will appear at hearings In Co­ 
lumbus W ednesday. 
Twenty-five other violators from 
various parts of the state also were 
listed for the hearings which will 
continue through Thursday, 


MONTANA'S DINOSAURS PRAIS 
Montana's Dinosaurs Praised 
GREAT FALLS. Mont, —• Mon­ 
tana has bigger and better dino­ 
saur* than any state in the union, 
Darwin 
Harblcht. 
noted 
paleon­ 
tologist of Fort Peck, declared In 
an address In which he urged es­ 
tablishm ent of dinosaur parks in 
the fossil fields of Montana. 


MYSTERY BLAZE RAZES 
FAMOUS RESORT HOTEL 


B r International New* 8 err lea. 
SALZBURG— One of the moat 
famous landm arks of Salzburg, the 
Gaisberg hotel, situated on a moun­ 
tain top overlooking the ancient 
city, w as reduced to ashes, when a 
fire of m ysterious origin broke out 
in 
Its 
prince’s 
apartm ent often 
visited by the Duke of W indsor and 
other celebrities during their Salz­ 
burg sojourn. 
The Gaisberg hotel had been a 
meeting place of royalty, diplomats 
and artists during the famqps festi­ 
vals. It was inhabited recently by 
a few Nazi leaders of Germany. 
From the windows of the Gaisberg 
hotel It was possible to see the 
Bercbtesgaden mountain retreat of 
Adolf H itler. 


Golden'* Corteges — 
Not Costly 
Here we will style am exquisite 
corsage of Golden’s flowers to 
suit YOUR purse. Phone us any­ 
time—give us the address—and 
delivery will be made promptly. 
Our corsages are surprisingly 
reasonable. There IS a differ­ 
ence. 
G O L D E N ’S 
FLOWERS 
Phone 439 
137 W. 6th St. 


DICTATORS HELD REU. 
TARGET OF U.S. PRESS 


new inventions produce new moral­ 
ities and require new checks to es­ 
tablish a fair balance in the rela­ 
tion between the dollar and the 
man.” 
Whito said the “unconscious atti­ 
tude toward the property which la 
It minor, no. 8. ("The Unfinished 
P riitn r 
A m P N C an the investment in our business. Is 
Symphony”). 
France 
Schubert; WOieQ t a i l o r O d y b BIDU ibdll ^ 
niak„ u§ seetu to ^ unfair 
"Polly,’’ Zamecnik; 
“Reminiscen­ 
ces of Vienna,’’ Hransen; overture. 
“Euryanthe,” 
Von 
Weber, 
and 
march, 
"Loraine,” 
Ganne. 
high 
rchool band. 
' 


POLICE SEEK ROBBER 
WHO LOOTED GARAGE 


Papers Only Free Ones 


By Th* Au*o n a tH Pre** 
WASHINGTON, April 20.—Wil­ 
liam Allen White advised America s 
newspaper editors today to reserve 
their "excess steam heat” for Btu 
Un, Mussolini and Hitler and “not 


to those who are aeeklng these new 
reforms in property right.” 
On no 
other ground, he declared, could 
serious charges be made against 
the American press. 


Police today were investigating 
the theft of 15 gallons of gasoline, a 
.. 
„ 
„ 
. 
. 
. 
. 
blanket anil two wrenches from the (Ka*..) Gazette and president o 


I T S SPRING IN 'TO LED O 
H 
TOLEDO. O —Add signs of sum- 
eraote too heavily” about political mer: Bird house and kite-building 
issues at home. 
; contests have been announced by 
The noted editor of the E m p o r i a , the city recreational department. 


garage or Leonard Johnaton on 
Pleasant Heights. 
Thieves forced their way into 
the garage Tuesday midnight by 
bricking two locks on the door. The 
theft wig not reported to police 
until Wednesday. 
• 
Mr. Johnston told police the left 
rear fender on his machine was 
bent when the Intruders pried off 
the cap on the gas tank. 


Mine Shaft Bobs Up 
BRAZIL, Iud. — An abandoned 
mine shaft which suddenly appear­ 
ed In the middle of a street here 
after a washout, today presented 
a problem in street repair. Street 
department employes pointed out 
the 
apparently 
bottomless 
shaft 
would require hundreds of loads 
of filler. 


the American Society of Newspa- 
“Week of Opportunities” April 
per Editors said he was not speak- 2ist to April 29th in the Want 
ing about old-fine political contro- LAds. 
gUre your Want Advertise- 
versies but about fundamental new , ment appears during this week of 
questions involving property rights, 
offers. 
White made the suggestion in a 
speech prepared for the opening 
session of the society's convention, 
during which he called American 
newspapers ‘‘the most dependable 
source of public Information.” 
“ In this country." he said. ’Ameri- 
can journalism, i^ith ail its faults, 
and there are many, is the only 
free, unfettered, unbossed. unlicens­ 
ed vehicle through which one way 
or another finally and surely the 
truth comes to the American peo­ 
ple.” 
“ Property rights,” he continued, 
“are 
being narrowed--a 
process 
which he said would continue “aa 


B0ICPS 215-217 W. 6th St. 


PHONE 685 
Frag Delivery 


Cloverbloom 
BUTTER 


lb. 2 7 


IU5TMDNIY 


SKINLESS 
WEINERS 


ib. 22c 


CHUCK ROAST 
* 21c 
Cut only from First Grade 
Beef. 


ARM OUR'S 
TOMATO JUICE 


STRICTLY FRESH 
COUNTRY EGGS 


doz. 23c 


Breakf&gt Cheer 
COFFEE 
3 cans for 23c 
27c 


WE HANDLE ONLY FIRST GRADE BEEF 


FISH FRY 


Tomorrow Nite 
April 21 


Second Presbyterian 
Church 
Virginia Ave.. East Ena 
— 25c — 


From 5 P. M. to 8 P. M, 


Heddleston’s First For Quality Foods 


New Crop Pure Maple Syrup, Pts., Qts. and Gallons. 
White Clover Honey, heavy sectio ns 
.................... 20c 
B a M. Canned Lobetere, can 
................... 7...................... 30c 
Fancy Large Ripe Olivet ................................. Pts. 45c— Qts. 85c 
Droste Fine Cocoa, can ...................................................... 25c a 50c 
King's Garden Fins Teas, in bulk, Ib 
......................... 75c 
Jones Hickory Smoked Hams and Bacon. 
SHOP AT HEDDLESTON^ 


FO U RTH ANO M A R K ET 


THIS WEEK’S 
BETSY ROSS SPECIAL CAKE 
CARMEL CREAM LAYER 


A rich tasty cake made with 
Brown Sugar, Creamery But­ 
ter and Eggs. Everyone will 
reach for a “ second helping” 
of this delicious cake. 
Packed in the PROTEKTA- 
KAKE equipped with the 
SLICE A-Graph. 


ON SALE NOW 
• 
AT ALL INDEPENDENT GROCERS 


FOR A CHANGE IN BREAD. SERVE 
Betsy Ross POTATO LOAF IO' 
THAT GOOD OLD FASHIONED FLAVOR 
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MARKET SHOWS 
RECOVERY TREND 


War. Talk Diminishes And 


Shares Stage Rise 


B r Th* 
Tr*#". 
N EW 
Y O R K . 
April 
20. 
TA ar 
talk dropped to a murmur iu the 
Ktoek 
m arket 
today 
and 
leading 
Issue* extended recovery move;- by 
fractions to more than 2 points. 
W all Stre et apparently interpret­ 
ed as mildly favorab le th e Musso­ 
lini speech at Rome today. 
There were a few cheering s go* 
on the domestic industrial front, 
including 
a 
more 
than 
* ea*onal 
jump in la st w eek s freight 
lags 
despite 
coal 
mining 
shut­ 
downs caused by the labor negotia­ 
tions deadlock. 
Bonds 
improved. 
Commodities 
w ere somewhat mixed. 
Securities 
at IiOtidon, Paris and Amsterdam 
exhibited quiet strength. 
On the New York board promi­ 
nent stocks on the rise were U. S. 
Steel. 
Bethlehem, 
Chrysler. 
Gen­ 
eral 
Motors. 
W estinghouse. 
IM- 
Pont. Sears Roebuck. U. S Rubber. 
Douglas Aircraft, 
American Tele­ 
phone, American Smelting, Stand- 


KIDNEYS 
MUST REMOVE 
EXCESS ACIDS 
Help 15 Miles of Kidney Tubes 
Flush Out Poisonous W asts 
If you h»r* as * x o of soh! w**t* in yow 
Stood, your 18 rail** of kidney tub** m»y b* 
W*r-work*d. Th*** tiny fil'*r* end tub** sr* 
•firkin* d*y *ud night to h«lp N *tuis rid your 
»y***m of poi»onou* w**t*. 
W bro funrtionnl kidn*y di*"rd«r pjr«B't* 
p«uw>nou* matter to rennin in th* blood. 
E 
au woo t W I writ Thu may raua* » * « 'n * 
»-k*eh*. rhoutnatie pun*, leg pa n*, lo** oi pep 
• od *n*rty. * *tt>ng up nit bt*, awalim*, puffin*** 
under th* erm , h*»d*ehe* and dmmea*. ti you 
h»»* trouble with f regnant or aeasty pea***** 
with *® *nin* and burntn*. th*r* may b* *^m*- 
thmy wroof with your k*dn*y* or bladder. 
Kidney* may need help th* tam * aa bowel*. 
m aah vow* ani ccitt for Doen'c Pill*, u**d 
•vt*****fully by mdlion* for owsr 40 year*. 
D iey cir* happy r*4ief tad will kalp th* IS 
wiles of kidney tube* flush out raison on* 
••ate from your blood. C.et Doin'* Pill* 


arc! Oil of N. J.. Great Northern 
and Chesapeake st Ohio, 
Copper shares bad to conte I 
with another c u t,in the domestic 
price of the red metal. 
A helpful market factor wan seen 
in the Dun 
Bradstreet figures 
disclosing the bank clearings for 
the country as a whole for the 
week ended April 19. moved sharp­ 
ly above the preceding week and 
continued well ahead of the corres­ 
ponding period last year. 
Attention was given the survey 
of the National Industrial confer­ 
ence 
board 
which 
found 
that 
•’Americans paid a greater sljare 
of their national income in taxes 
in 1938 than in any other year as 
far back as records are available." 
It was added that "the 
share 
taken by taxes last >ear. according 
to preliminary estimates, was 22 
cents a dollar of national income. 
a marked increase over the previ­ 
ous peak in taxation in 1937. when 
the rate was 17.7 cents an income 
dollar. 


P IT T SB U R G H G RA IN 
Prices quoted are wholesale and 
in rarlots. 
Wheat— No. 2 red winter, local, 
82-83c 
Oats— No. I while. new. 40-40ftc; 
No. 2 white, 39|-40ftc; No. 3 white, 
381-39c. 
Corn— No. 2 yellow. 60-60ftc; No. 
3 yellow, shelled, 68ft-59e: No. 4 
yellow, shelled, 56-57e. 


C H ICA G O G RA IN 
CHICAGO. April 20 —The wheat 
market continued to display an up­ 
ward 
tendency 
today 
due 
to 
strength at Liverpool where there 
is an active demand 
for actual 
wheat. British bakers have been 
ordered to Increase flour reserves. 
Opening l-i higher. May 69|-|, 
July 684, wheat later showed gains 
of about ft cent. 
Com started un­ 
changed to ft up, May 49|. July 
50M . 
______ 


P IT T SB U R G H PRO D U CE 
Butter—W eak; extra. 23ftc; stand­ 
ard. 23-23|c; 89 score, 23c; 88 score, 
221c. 
Eggs—Steady; Ky. and Southern 
Ohio, current receipts, 15ftc; North­ 
ern Ohio, current receipts. lS^c; 
white 
standards, 
17 Jo; 
hennery 
white extra. 20c. 
Poultry— Market steady; 
heavy 
hens 19-20c; Leghorn hens. 16-17c; 
old roosters. 12-13c; young turkeys. 
25-27c. 
Ducks, 16-17c. 
Geese, 14- 


THE NATION'S ACE CONTRACT BRIDGE PLAYER WELLSVILLE WOMAN 
DIES Of FALL INJURY 


Hip Fracture Complications 


Fatal To Old Resident 


Merwin D. Mater, New York City lawyer, flashes a radiant smile 
se be receives the trophy emblematic of the national contract bridge 
championship, following victory over the country’s greatest masters In 
Manhattan. He is a member of the Four Aces bridge team. 


15c. 
Rock broilers. 19-2lc; 
Red 
broilers, 17-19c; Leghorn broilers. 
16-18; stags, 15-16c. 


E A ST L IV E R P O O L M A R K E T S 
Wholasals 
Butter . . . t ............................ 
25c 
Eggs (local fresh) • • as# • • **• a • • •, 19c 


Retail 
Butter .................................. 
Eggs (local fresh) 


Yearlings 
Springers 


Poultry 


28c 
23c 


18c 
IOC 


S A L E 


* k A n tiricin M id i 


REGULATION 


^ ■ S U P R E M E q u a l i t y 
NURSES’ 
OXFORDS 


U Sill at > 


S p e cta cu la rly 
Law Price 


IS 
C o in * in 
and cheek 
| thair Quality, th e ir 
<2 
F i t . 
th e ir 
C o m fo rt 


I 


FRIDAY ONLY! 


“H«|.TIteM 
Hartal1 Oxfardt 
F R ID A Y — 
*3.55 


"Lady 
Oriel" 
Mama' Oxfardt 
Reg. $2.98 Now 


* 2 . 5 5 


Y O U N G STO W N PRO D U CE 
Eggs 
Extras ............................................... 19c 
Extra whites ...................................21c 
Firsts ....................................................18c 
Butter 
Firsts 
............................................... 
27c 
Rolls .................................................. 26c 
Poultry Prices 
Leghorn bene ............................. 14-16c 
Heavy hens ................................ 17-19c 
Roasting ch ick en s..................... 17-20c 
Ducks 
..............................................1416c 
Turkeys 
................................... 20 25c 
Leghorn broilers ..................... 17-19c 
Wholesale Dressed 
Leghorn hens ............................. 19 33c 
Heavy hens ................................ 2528c 
Roasting chickens ..................... 24-28c 
Ducks 
.............................. 
* e 
Turkeys 
....................................32 3*c 
Leghorn broilers ........................24-25e 
Heavy broilers ........................... 
tic 


C L E V E L A N D PRO D UCE 
CLEVELAND. April 2 0 — Butter 
steady; creamery extras in tubs 
27ft; standards 26ft. 
Eggs steady. Prices paid shippers 
In 100-case lots. Furnished by the 
Cleveland butter and egg board 
Extras 
67 
lbs. 
and 
up, 
candled 
light, yolks clear 17ft-l extra first 
56 lbs. and up 16; current receipts 
55 lbs. and up 15ft. 
Live poultry steady. Fowls heavy 
20; 
medium 
fowls 
18; 
leghorn 
fowls 
17; 
light 
16; 
fancy 
rock 
broilers 3 lbs. and up 21; broilers 


20J; U. S. extras medium white in 
cases 19; IT. S. standards medium 
white in cases 18. 
Apples— Bu. baskets 65r-$1.90. 
Beets—ft-bu. baskets 26c-30»\ 
Carrots— ft-bu. baskets 40c-65c. 
Cucumbers— Hothouse, per dos. 
8c-10c; extra fancy 65-75c, fancy 
50c-60c. 
Dandelion— Baskets 40c-50c. 
Leeks— Per bundle 12Jc-15c. 
Lettuce— 24-qL 
baskets 
70c-75c, 
poorer 60-65e. 
Mushrooms— Pints 
lie, 
poorer 
8c-10c. 
Onions— (Green! 
doz. 
bunches 
75c-$1.00. 
Parsnips—Pecks 20c-30c. 
Potatoes—100-lb. sacks $1.35-31.45. 
Radishes— Baskets, 2 doz. 65-75c. 
Tomatoes— Hothouse, 
8-lb. 
bas 
bets $1.40-81.50, few $1.60. 
Turnips—ft-bu. baskets 40c-60c. 
W atercress— Pecks $1.50. 


P IT T S B U R G H L IV E S T O C K 
PITTSBURGH. April 20. — Bal- 
able hogs 600; steady; good and 
choice 170 to 230 lbs. $7.40 to $7.50; 
heavies $6.50 to $7.16; sows $6.25 
down. 
Salable cattle 76; top load steers 
Monday $11.25; salable calves 150; 
•low; 
steady; 
good 
and 
choice 
vealers $10 to $10.50. 
Salable sheep 600; shorn lambs 
up to $9.75; steady; throwoute and 
yearlings $8 down; good dipped 
sheep $5 to $5.25. 


C L E V E L A N D L IV E ST O C K 
CLEVELAND. April 20.—Cattle 
200, steady; steers 1,200 lbs. up. 
prime 11.00 to 12.00; 750 to I.loo 
lbs. choice 10.00 to 11.00; 600 to 
1,000 lbs. choice 
10.00 to 
11.00; 
heifers 8.00 to 9.00; cows 6 00 to 
7.00; bulls 7.00 to 8.00 
Calves 600, steady. 
Choice ll OO 
to U SO. 
Sheep aud lambs 1.200. steady 
Choice 9.00 »o 9.5u; wethers 5 00 to 
6.00; ewes 4 00 to 5.00. 
Hogs 
1.200; 
IO 
lower. 
Heavy 


» £ « A Vb,. .bd « , i i ; tetboVb" ™ 
* • 
Kamii*>m 
* 
lh* 
IC 
mickm 
-3 0 to 250 lbs. . J o , b u t c h e s 7.25; 
yorkers 7.26. 
6 lbs. and up 18; 
average runs 
14-15; ducks small 12; old roo* 
ters 14; leghorns 12; stags colored 
15; leghorn stags 13. 
Local 
fresh 
dressed 
chickens 
steady. Medium and heavy fowls 
27 ducks 25; 
leghorn 
fowls 24; 
large broilers 29; leghorn broilers 
average 27. 
Government graded eggs—U. S. 
extras, large white, in cases, 22ft; 
U. 
S. 
standards 
Urge 
in 
cases 


SPRING DRUG NEEDS 


REGULAR SOC VALUE 
AMAZING 
liquid D intifric^^ 4 


3 9 ° 
' 


t h e l iq u id w a ? 
TO SPARKLING TEETH 
TRY 
Halo Shampoo 
FREE 


M E D IU M BIZE F R E E W H E N 
YOU BUY LA R G ER SIZE 


SQUIBB S MINERAL 
O IL......................................... 
250 YEAST 
TABS............................................ 
TOOTH 
N E W A N O LE S T Y L E 
BRUSHES......................... .......... 


59c 89c 
89c 
47c 


BOTH 
FOR . 
4 9 


KILL THOBE MOTH8 


Larvas is famous 
for killing Moths 
and other house 
Insects. 


W IT H SP R A Y 


$ 1 . 1 9 


Q U A R T SIZE 


$ 1 . 1 9 


t e F I 
I Sd 


WOODBURY’S 
SOAP................ 
WOODBURY’S 
CREAM........... 
KOTEX 
12. ........... 
KOTEX 


3 0 . .......... 


TAMPAX 


2'” 15c 


SO AP F R E E 
3 
9 
C 
20c 
48c 
33c 


l c SALE 
CASHMERE 
BOUQUET 
HAND LOTION 


I c 
35c 


3 6 c 


LAROE 
8IZE . 


GIANT 
SIZE . . 


BOTH 
FOR . . . 


EA8T LIVERPOOL 
Corner of 
Dresden and W. 6th St. 
2 STORES 


CHESTER, W. VA. 
Carolina and Third St*. 
Corner of 


THBASIHY HKPORT 
WASHINGTON. 
April 
20 - Th# 
position of th* t r r a m i r y April IU: 
Receipt*, 
$7 533 .'<25,70: 
rxprndl- 
t u r r * 
13t,S25,9t2.35: 
net 
balau** 
$3.0#4.1 TS,<41. IR. 
including 
$2,417. 
454 41 4 43 w o r k i n g b a la n c e . 
R e ce ip ts fo r th* fiscal ye a r (Pier* 
J u l y 
l l , 
$4.544.0 7 6 , 3 7 # # 0 : 
* *l > *n d i 
turra. 
IT, ISS,657.351.86. 
exr*»h 
of 
expenditure*, $2.733.SSO,S74.15. Oro** 
debt, 
$40. OS I, >74. SILVI, 
«n 
m e re *** 
of 
$691,837.72 
a b o v e 
the 
previous 
day. 


Mrs. Kila Culp McClelland of 413 
Aten ave., Wellsville, died In the 
East Liverpool City hospital early 
this morning, as the result of a 
fall Friday night. 
Mrs. McClelland 
fell 
on 
the 
stairs in her home, fracturing her 
hip. Her cries for help were heard 
by a neighbor about two hours 
later. She Immediately was remov­ 
ed to tho hospital. Her death w-as 
attributed to pneumonia. 
Mrs. McClelland 
was 
born 
In 
New 
Somerset 
but 
resided 
in 
Wellsville for about 45 years. She 
was an active member of the First 
Christian church. 
She leaves one son. Thomas C. 
McClelland of Wellsville; one sis­ 
ter. Mrs 
Veils Russell of Wells­ 
ville; a granddaughter. Mrs. Mar­ 
tha Little of Steubenville, and a 
great 
granddaughter, 
Sally 
Rae 
Little of Steubenville. 
The body was removed to the 
MacLean funeral home in Wells­ 
ville and will be taken to the T. C. 
McClelland 
home In 
1708 Clark 
ave., Friday morning. Funeral ser­ 
vices will be beld there Saturday 
at 3 p. rn. In charge of Rev. R. L. 
Rolon. 
pastor 
of 
the 
Christian 
church. 
Burial 
will be made at 
New Somerset. 


but has resided In Kountz ave. for 
about 27 years. He was last em­ 
ployed at the Champion plant of 
the McLain Fire Brick Co. He was 
a member of the Wellsville Chris­ 
tian church. 
He leaves his widow, Mrs. Daisy 
Maylone Hinton; one sister, Mrs. 
R. 
A. 
Tolani 
of 
Rayland; 
four 
brothers. William Hutton of Alli­ 
ance, Ross 
Hutton of Conotton; 
Jam es Hutton and George Hutton 
of Rayland. 
Funeral services will he held in 
thp home Saturday at I p. rn. in 
charge of Rev. R. I,. Bolon, pastor 
of the Wellsville Christian church. 
Burial 
will 
be 
made 
in 
Spring 
Hill cemetery. 
Friends may call at the home 
Friday night. 


Joyce Mareta M’Farland 


SH A R O N P R O F IT R IS E 
YOUNGSTOWN, O.. April 20.— 
Sharon Steel Corp. today reported 
a first quarter net profit of $7,- 
613 45, compared with a net loas 
of $15,909 in the first quarter of 
1938. 


Asthma Yields To 
BREATHEASY 


N ew 
s c ie n t if ic 
d tso o v e ry . 
B a t le t * * * 
to r y 
r e s u lts 
g u a r a n te e d o r m o n e y 
re fu n d e d . F o r F U S E t r i a l w r ite 
J. MONTGOMERY 
131 W , 2nd BL 
Beet Liverpool, O . 


DEATHS and 
FUNERALS 


Joyce Mnreta McFarland, infant 
daughter of Mr. and Mrs. D. L. Mc­ 
Farland. died Wednesday at the 
home of her parents in New York 
City. 
The body will be brought Friday 
morning lo the home of her grand­ 
parents. Mr. and Mrs. J. F. Evarts. 
of 121 Pennsylvania ave., Chester. 
Funeral 
services 
will be 
held 
Friday afternoon at 2 from 
the 
home of the grandparents in charge 
of Rev. c. T. Wehner of the Ches­ 
ter 
Presbyterian 
church. 
Burial 
will be In Mill Creek cemetary near 
Hookstown. 


Abraham J. Poynter 


Abraham Johnson 
Poynter. 40, 
died in his home In 1304 Pennsyl­ 
vania ave.. Wednesday at 10:30 a. 
rn. following a short illness. 
Mr. Poynter was born in Woods 
county. W. Va., a son of Samuel 
and Cora Wilson Poynter. He came 
to East Liverpool 18 years ago. He 
was employed as Jlggerman at the 
No. 8 plant of the Homer Laughlin 
Chins Co. In Newell. 
He leaves his widow. Mrs. Grace 
Fullerton Poynter: 
one daughter, 
Bettie Poynter and two sons, Al­ 
bert J. Poynter and Robert J. Poyn­ 
ter. at home; one brother. Marlon 
Poynter. and one sister. Mrs. Ethel 
Woodburn, both of East Liverpool. 
Funeral services will be held In 
the Church of the Naztrene Satur­ 
day at 2 p. rn. In charge of Rev. C. 
C. Hanks, the pastor, assisted by 
Rev. Henry Douglass, pastor of the 
Second 
Christian 
church. 
Burial 
will he made in Spring Grove cem­ 
etery. 
Friends may call st the home 
Friday night. 


Fire Loss Heavy 


ASHTABULA. 0 ., April 20. — 
Fire destroyed a three-story busi­ 
ness building and damaged four 
surrounding buildings oh Main st. 
today. Firemen estimated loss at 
$80,000 to $100,000. 


F IR E A S P H Y X IA T E S FIV E 
AMTENS. France, April $ 0 — Five 
persons 
were 
asphyxiated 
today 
when a motor train caught fire 
and 
was derailed at 
Daoura, 20 
mile;, north of here on the Lille- 
Paria line. 


Mrs. Marie Bell Wagner 


Mrs. Marie Rell Wagner, 88, wife 
of Henry O. Wagner of 2117 Har­ 
vey ave . died In the Bashllne Roff- 
man osteopathic hospital In Grove 
City, Pa,, Wednesday at 4:45 p. rn. 
Redden her husband. Mrs. Wag­ 
ner leaves four sons. Fred E» Wag­ 
ner, William H Wagner. Robert J. 
Wagner and Raymond A. Wagner 
and one daughter, Alice M. Wag­ 
ner, a1] at home; two sisters. Mrs. 
Kila Prather of Titusville. p*„ and 
Mrs. 
Susan 
Goddard 
In 
Texas; 
eight brothers, 
Vlssie 
Moore 
of 
Pleasantville, 
Pa.. 
Abner 
Moor*. 
Grover Moore and Bari Moore of 
Tidioute. 
Pa.. 
Perry 
Moore and 
Allen Moore of OII City, Pa., Wil­ 
liam Moore of Titusville. Pa . and 
Lester Moore of Endeavor, Pa. 
The body was removed to the 
Kelly funeral home 
In 
Pennsyl­ 
vania ave, where funeral services 
will he held Saturday st 1:30 p. rn. 
In charge of Rev. I,. Chester l^ewia, 
pastor 
of 
the 
Boyce Methodist 
Episcopal church. 
Burial will he 
made In Oak Grove cemetery in In­ 
dustry, Pa. 
Friends may call at the Kelly 
funeral home 
tonight or 
Friday 
night. 


George M. Conn 


LISBON—George 
M. Conn. 
57. 
died at 9 p. rn. W ednesday'a t his 
home here following a stroke and 
an Illness of five years. 
Mr. Conn was born in Wayne 
township in 1882 and was a resi­ 
dent of the vicinity all his life, He 
was a m*>mbpr of tho Bethel Pres­ 
byterian church. 
He la survived by his wife, Mrs. 
Della Conn; one son. Glenn Conn. 
of Lisbon; 
three daughters, Mrs. 
Mahala Lee, Mrs. Fay Rouse and 
Miss Ina Cameron, all of Lisbon; 
one granddaughter; five brothers. 
E. M. Conn of Dover, Andy Conn 
of Hast Liverpool, l^slle Conn of 
Glenmoor. Stacy It. Conn of Royal 
Oak. Mich., and Walter Conn of 
Kensington, and four sisters, Mra. 
Lewis .Patterson of Alliance, Mrs. 
R. G. Leat berberry of Wellsville, 
Mrs. W. J. McCormick of Congo 
and Mrs. James Faloon of Millport. 
Funeral services will he In the 
Bethel Presbyterian church Friday 
at 2:30 p. rn. 
Burial will be mads 
st the church cemetery. 
Friends may call at the home 
after 7 tonight. 


Bulgaria Files Claims 
SOFIA, Bulgaria. April 2 0 — Bul­ 
garia 
has 
notified 
Rumania 
of 
claims of territory. It was reported 
In government circles today. It was 
understood that 
Bulgaria wanted 
a small fraction of Robrtija. Black 
spa region which Bulgaria lost In 
the Balkan and World wars. 


NAZI ST R E N G T H D E C L IN E S 
AMSTERDAM, the Netherlands. 
April 20.—Nazis lost heavily Wed­ 
nesday 
In 
ll 
provincial 
council 
elections which usually Indicate the 
trend of national feeling. The Nazis 
p o lle d four percent of the vote In 
1937 and they lost more than a 
third of that yesterday. 


. * . . Presents . . . . 
A NEW BRASSIERE GIRDLE 


with 
COMBINATION TALON 


and HOOK 
and EYE CLOSING 


by "Henderson" 


• Talon 
extends from 
the 
waistline down? 


• Brassiere section is closed 
with hooks and eyes? 


• Insuring smoothness 
and perfect comfort 


Style 
12678 


# Constructed of two-way 
stretch Laatex. pre-shrunk 
brocaded batiste and 
Alencon lace!' 


• Shoulder straps 
are adjustable! 


Henderson “ Foundation” Garments are Sold E x­ 


clusively in East Liverpool at Gardner’s $1 to $6.50 


WHILE THEY L A S T !... 


A Limited Number of Slightly Soiled Spring 
s u it s 
COATS 


$ 2 
- * 
3 
- 
$ 5 


(Including Children’s Coats) 


Opposite Telephone Bldg. 


Ezra B, Hutton 


Exra B. Hatton, 66. of Kountz 
ave. on the Wellsvllle-East Liver­ 
pool road died In hts home early 
this morning following a long Ill­ 
ness. 
Mr. Hutton was born st Rayland 


SPRING SONG 


* If*z time te pc!et with 


HANNAS M S N SB AL 


Springtime is painting time and your heme wfl be e 


shining example when covered with Hanna ! Green 


Seal Paint 
R’t fade-proof, trouble-proof and weather 


proof. 
Get the best there 'n at any price, tpeeify— 


H A N N A * 
GREEN SEAL PAINT 


MILLIGAN 
HARDWARE CO. 


For A Lifetime Of Comfort and Beauty 


Choose This FLEXSTEEL SUITE 


You don’t buy living room piece* often, co when you do, make 
sure that you choose furniture that will give enduring beauty 
and comfort. 
That smart styled suite Is that kind of furniture— 
because it has a different inner-constructlon which will never 
wear out and because it Is of quality that goes clear through— 
in every hidden detail. 
And yet is coats no more than any other 
good furniture. 
8ofa and t heir with solid walnut trim—two fine 
large pieces in choice of fine covers are only 
.................. .............. * 1 5 2 - s o 
* 
- 
B u y 
Terms 


Wide Selection of Other Flexcteel Suites 


0 
Flexsteel Inner-Construction 
Is Unconditionally Guaranteed 


Unlike moat other upholstery furniture, Flexsteel 
has no coil springs . , . instead, highly tempered 
ribbon-thin spring steel bands, arched to form a 
unit so resilient that it is soft as down, and yet ao 
strong that it will never break down, never wear 
out. 
No coil* to bicorne loose with age and pop 
up or turn over to cause bulging uncomfortable 
seats . . . no webbing to sag, no strings to break, 
nothing to wear out. 
Flexsteel inner-cnnstrue- 
tion LASTS! 
May We Show You 
This “Different” Furniture? 


TRADE IN YOUR OLD FURNITURE 
SMITH* PHILLIPS 


409 WASHINGTON STREET. 
PHONE 1215 
Herches Drug Stores 


w h e r e Ph a r m a c y is a Pro feh io n 
N o t a j i d e L i n e 
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SIXTH ST. PLANS 
CARNIVALFRIDAY 


Proceeds Will Be Used For 


School Address System 


'he com plete program was a n ­ 
iseed today for the Sixth at. 
ac col carnival Friday night at. 7. 
T> oceeds will he used to buy a pub­ 
lic address eystera for the achool. 
Included on the program are a 
m instrel, puppet show, pet show, 
piny, motion picture, dramatization, 
rhythm band selections, dance spe­ 
cialties, fish pond and white ele­ 
ph a n t sale. 
T h e program follows; D ram atiza­ 
tion, "The New H at,” first grade 
pupils directed by Miss Eva Shaw, 
teacher. C haracters s re C harleann 
Ksenhuth, 
Mother 
R abbit; 
Roy 
Plant, Rag-tag; Dietrich Oesterlfn, 
Bobtail; David Keeper, Little Boo; 
Jam es Czech, Mr. Dog; Donald Mof­ 
fett, 
Mr. 
Goat, 
and 
Rosem ary 
Flagg. Mrs. Goat. 
Minstrel. In charge of Miss Grace 
8m urthw aite and Miss Vera Hatch. 
T he cast includes Robert Grafton. 
R ichard 
Smith, 
Robert 
Mullen, 
R obert Shapiro, Charles Eggleton. 
Richard Shenton, Fred Wilson, Wil­ 
liam Lee, R ichard Barnes, William 
Patterson. 
Jam es 
Sm ith. 
Elaine 
Bets, Louise Moreland. Mary Alice 
Oliver, Ann Ruben, Winifred Spore. 
J e a n Scott, P atsy Bancroft, Ja n e 
Jhbs. Janet Hatch, Ruth Ann Borger 
and Virginia Hatred. T he m instrel 
Will be presented from 7:45 to 8:45. 
Selection, 
rhythm 
band, under 
direction of Miss Ruth Cooper and 
M iss Em m a Mae Fleming, teachers. 
Band m em bers sre K athryn Crav­ 
en, Connie Brindley. Jo h n Horst. 
JBlalne Anthony. Frank Pasco. M ar­ 
ian Clark, B etty Loll Brooks, Rev- 
erly Harrah. William Thornberry. 
Pauline 
Lawson. 
Ralph 
Mallott, 
Carolyn Hall, Betty Je a n n e Harvey, 


HALF 
' a a s e 
’SOLES 4 9 V 


Ask ut about the new Invisi­ 
ble 
Solan. 
G uaranteed 
to 
make your eld sboee look like 
new. 


For Your Sole® Sake See— 
John D. Dallis 


The Man Who Soled E. L. .0.1 [ 
Dreeden Ave. 
Near Diamond 


A O 
I 


Dorothy Mattern, Jean Annp Rol l 
lins, Joyce Gilson. C harlene Myers, 
C harleann 
Ksenhuth, 
W i l l i a m 
Jam es, Helen Cunningham, Donna 
Marie Rosenbaum, Florence 
Mul­ 
len. Phyliss Naylor. Jam es Alcock, 
Alice I^ee Brooks, Knufe Wiegand, 
Ethelyn 
Exl**y and 
N orm a Je a n j 
Urie. 
Dance specialties. G retchen A rn­ 
ee and Colleen Cochran. 
Fish 
pond and 
white elephant 
sale, directed by Miss Vera E. Os­ 
borne and Miss Sue M. Birbeck, 
teachers. Pupil assistants are Marie 
Yotist, Betty Morris, Lorraine Hall, 
Hope Hemphill, Lucille Dye, Evelyn 
Sutherin, 
Peggy 
C arpenter 
and 
C atherine McShane. Clayton Aug- 
hinhaugb and Jam es Looman are 
barkers. 
Puppet show. In charge of Bur­ 
ton K err and William Relaney. 
Play, ‘‘Pepping Up the School," 
with Miss Claire Harrison and Miss 
Helen Perry, teachers, In charge. 
Selections 
by 
harm onica 
hand 
composed 
of 
William 
Persohn. 
Clarence Peterson. Harold Fergu- 
son, Kenneth Persohn. John Kmis- 
mlc. Ruth Laughlin and Betsy H en­ 
dricks. 
Motion picture, “Our Gang Com­ 
edy," in c h a rg e of Miss Hilda. Cham ­ 
berlin. teacher, with George Wile 
as barker. 
Music by Alfred Oakes and His 
Acorns, with Principal A. C. Moore 
in charge of program. M embers of 
hand are Homer Tittle. Frederic 
Wiegand. Margaret 
Porter, Betty 
Mao Leonard and Mr. Oakes. 
R efreshm ents will be in charge 
of Miss Eva Shaw and Miss Annie 
Chadwick. 
Dancing will be sponsored by Mr. 
and Mrs. Owen E. Buxton, with 
Edward 
Buxton, C larence 
F,agle. 
Jack G reen and William McComba 
th® comm ittee in c h a r g e . 


STUDENTS AT MIDLAND 
NAME CLASS OFFICERS 


Special Ta The Review 
MIDLAND, April 20.— Plans a re 
being completed here today at the 
local high school for th e annual 
election of class officers and rep re­ 
sentatives to student council. 
T h ree representatives are to be 
elected from each of the four upper 
classes and two each from th e sev­ 
enth and eighth grades. 
A presi­ 
dent. vice president, trea su re r and 
historian will be named in each of 
the six classes. 
Nominations will be posted in all 
borne rooms two days before the 
polling date. 
Class m eetings will 
be held in the auditorium, when th e 
th ree nom inees receiving the high­ 
est n um ber of votes will be appoint­ 
ed to th® council. 
Irwin W allover 
is president of th® student council, 
which arranges the elections. 


Prank Cost Jobs Of Early Shop’s Jiggermen 


T-OU many years prior to the for- 
* 
mation of labor unions, the 
“boss potter" had complete and un­ 
disputed authority in his pottery. 
He hired and discharged employes 
and frequent changes were made in 
the personnel of the shop. 
The old-time potter never seem ­ 
ed to experience any difficulty in 
obtaining work and it was common 
for a potter to work in 25 or more 
potteries during his lifetime. 
Men could be and were discharg­ 
ed for m ere trifles, and there was 
nothing to do but hunt for work 
elsewhere. Consequently few of the 
early potters held positions long 
enough to feel a sense of loyalty 
toward that particular plant or em ­ 
ployer. 
Much of the 
unrest and labor 
troubles of the pioneer potteries 
can 
be traced 
to the migratory 
habits of the potters and the dic­ 
tatorial m anagem ent. 
T h e Dresden, pottery a point in 
case, cam e into operation early in 
1880 
under 
the 
m anagem ent of 
Hugh A. McNicol. The shop for­ 
m erly belonged to William Brunt. 
At the time George P. McNicoi was 
general manager. 
It was a spring day in April and 
the windows of the Dresden China 
Co’s plant were propped open to 
catch the warm air. The Jiggermen. 


— By LUCILLE T. COX— 


who were on the third floor, were 
nearly 
finished 
with 
their day ’s 
work. 
“Listen to the kid* down there 
in the alley," called a Jiggerman, 
who stood near an open window. 
“I f s 
spring 
all 
right, 
they’re 
playin' ball." 
The potter stuck his head out 
the window to watch th e scene In 
the alley. The boy at the plate 
hitched his pants a 
bit 
higher 
about his slender waist, spat on 
his hands and gripped th e barrel 
stave he was using for a bat. 
The tall lanky lad on the pitch­ 
er's “m ound” sent thp ball spinning 
toward the plate. With a resound­ 
ing crack the b a tte r’s stave hit it 
and sent It far beyond the con­ 
fine® of the improvised diamond. 
T he Jiggerman 
laughed as he 
started to w ithdraw his head, then 
he noticed o ne of the pressers, who 
worked on th e second floor, was 
leaning out the window directly be­ 
low him. 
With a wide grin on his beard­ 
ed face the jiggerm an 
withdrew 
from the window and reached for 
his bucket of clay w ater on his 
bench. With unerring aim he emp­ 
tied its entire contents out the 
window on the head of th® man in 
the window below. 
But — In brief tim e it took him 
to reach for his bucket the press­ 
e r ^ place in th e window had been 


taken by George McNicoi, the gen- j 
eral manager. 
A few seconds later the enrag­ 
ed 
boss 
potter, 
his 
features 
scarcely 
discernible 
through 
the 
milky e a te r trickling 
down 
his 
face, was demanding of the su r­ 
prised jiggermen the name of the 
man who had emptied his w ater 
bucket out tho window. 
Tho jiggermert, including the one 
who had preformed the practical 
joke. “knew nothing about the in­ 
cident.” 
However, 
Mr. 
McNicoi 
knew how to deal 
with reticent 
potters. H e gave them one more 
chance to reveal the name of the 
culprit 
but 
they 
were obdurate. 
They knew nothing about the af­ 
fair. Justice was swift, if a bit un­ 
fair. for every Jiggerman was dis­ 
charged that very afternoon and a 
85 reward was offered to the man 
who would disclose the nam e of 
th f offender. 
T he jiggerm en called a meeting 
at the home of a potter th at night 
and decided they would report for 
work as usual the next morning. 
By that 
time the angry factory 
m anager would have had time to 
reconsider. 
At 6 the next morning the Jig­ 
germen were at their benches pre­ 
paring to work as though nothing 
had happened. Nothing more was 
said about the prank. No one ever 
told who threw the water and the 
rew ard was never collected. 


Marry-Go-Round 


By HELEN ROWLAND 


READY VJig'CASH... 


For Your Springtime Expenses/ 


Get CASH here on CREDIT to buy things for Spring, con­ 
solidate hills, reduce car payments or meet emergencies. Repay 
in convenient monthly amounts that fit your income. 
Let us solve your money problems! 


Colwabiana Comity Finance Co. 
GEO. STEELE, MGR. 
OIS DRESDEN AVE. 
PH ONE 1076 


Casual Reflections 
peace-tnaker is 
usually 
thai 
dear little spoil-sport who coms* 
In and tries to smooth you down 
with platitudes just aa you were 
wiuning th e fight. 


A, 


Many a woman boasts about th® 
• fortune" h e r husband la going to 
m ake in th at "Mg deal" next week 
or next year, so that you won’t su s­ 
pect that he had to borrow a dollar 
from Junior's bank. for carfare and 
lunch that morning. 
• 


Men ar® going to be a part of 
the scenery this spring. 
For years. 
man baa crushed back all his Inner 
yearnings for self-adornm ent; but 
at last he has lifted the lid of bis 
suppressed desires and Is express­ 
ing himself ! O ne glance at a sm art 
haberdasher s window or a country 
club piazza would m ake a peacock 
scream with envy and a California 
sunset blush. 


We have alw ays known that man 
was hiding som ething from us; but 
we never knew that it was his pas­ 
sionate love of color, nor that some 
day It would break out into a rash. 
T hat's the way with a man! 
He 
never does things by halve*. 
As 
long as he went in for Victorian 
reserve, he dressed like an under­ 
taker. 
Now th at he has burst 
from his cocoon, he's going to be 
such a wow that his wife won’t 
know w hether s h e s married to a 
totem pole or a Navajo rug. 


W hen a m odern m other sighs that 
she Is “ worried to d eath " about her 
daughter, somehow she can ’t keep 
a note of pride out of her voice, 
which seems to imply lhat daugh­ 
ter is no dud with the men. 


Many a man who is “ too tired to 
eat a mouthful" at dinner time, de­ 


velope 
a 
fine, 
healthy 
appetit© 
around 
midnight, and 
insists on 
going out and raiding the icebox. 
This is m a n s atavistic habit of 
night-prowling; and only a woman 
who has blinked her life away be­ 
side a night-prowler knows what 
"refined cruelty" in its most Inten­ 
sive form is like. 


lf is the main caus® of twin beds 
and husband shooting, and the se­ 
cret sorrow which has caused many 
a devoted wife to spend h er time 
wondering wistfully what a divorce 
would cost. 


A man has reached the danger­ 
ous age when the first touch of 
spring inspire® him to go out and 
buy a lot of gaudy neckties and a 
bottle of hair tonic, when he loses 
all interest in any woman over 25, 
and when he finds himself select­ 
ing a secretary for the color of her 
hair rath er than for her gram m ar, 
punctuation and speed. 


ODD FELLOWS LODGES 
WILL ATTEND SERVICES 


SIDELITES 
OF LIFE 


By The Auoriated Prrn. 
Primed 
S 
AN FORD, N. C.—Nine-year-old 
Tommy 
D avenport’s 
mother 
was only mildly surprised 
when 
the first guest at his birthday party 
handed him money instead of a 
package. 
But when ©very guest came with 
cash and her son had received a 
total of $2.85, she was startled to 
the point of investigation. 
She found Tommy had coached 
each guest in advance. 


to ask. 
"Nobody," came the answer. 
Mrs. 
Hurd called police but 
“nobody" w as making footsteps 
far away by the time they ar­ 
rived. 


for his mother, who bought the 
original tree*, was born in 1822. 


Long Memory 


BALTIMORE — The law never 
forgets. 
A $100 watch was stolen in 
1920 from 
Andrew Fisher. De­ 
tective William A. O'Brien found 
it yesterday in a pawn shop. 
The owner 1$ dead but police 
hope to return the timepiece to 
h it widow. 


Two By Two 


PASTOR WILL ADDRESS 
T0WNSENDITES’ RALLY 


Special Te Th* Review. 
SALINEVILLE. April 20. — Rev. 
W. H. Longsworth, pastor of the 
Glenville Congregational church of 
Cleveland, will be the speaker at 
a county Townsend club rally in 
the new high school building here 
Sunday a t 2:30 p. rn. 
Rev. Longsworth is well known 
in Columbiana county, where he 
has visited 
frequently. 
He 
was 
pastor of the Congregational church 
in Canton for about IO year* before 
accepting the call to Cleveland. 
He has mad© a wide study of the 
Townsend club plan and delivered 
num erous speeches in behalf of the 
movem ent in central and north­ 
eastern Ohio. 
Special music will b© featured at 
th© rally, to which the public is in­ 
vited. 
There will he no admission 
charge, but a silver offering will 
be taken. 


A 
DA, Okla. — Sheriff and Mrs. 
Clyde K aiser go In for twins. 
Their 
fourth 
set, 
eight-pound 
girls, arrived this week. The other 
three sets also are girls, the oldest 
13. T here are three other children, 
too. 


Says You 


Peddler's T rees 100 Year* Old 
BROOKLYN, Me — A century 
ago. a peddler toured Maine coast­ 
al towns with a load of halm O’ 
Gilead trees, claiming that a heal­ 
ing salve could be made from the 
leaves. T hat's how Noah Tibbetts 
knows the approxim ate age of the 
balm o’ Gilead trees on his lawn, 


HOLLOWAY’S 
SELL 


Suspensory Bandages 
To Remove Strain 


Abdominal Belts 
To Support Body 


Sacro-Iliac Supports 
For Back and Kidney* 


Elastic Stockings 
For Varicose Veins 


Leather Covered 
Silver Steel 
Arch Supports 


Adjustable 
Shoulder Braces 
3 Styles. 


All of the Above 
In All Sizes 


The Prices Ara Right 


HOLLOWAY’S 
DRUG STORE 


FIFTH A BROADWAY 


A m an’* love is not actually dead 
until be atop* m aking flimsy ex­ 
cuse® of calling you up every day 
and begins inventing alibii for not 
calling you up. 
( r » r ; r i ( k i . tea®, k . f . s., in*. > 


E A S T AIRFIELD 


The local Epw orth league will 
sponsor a social S aturday night in 
the Methodist church. 
T he com­ 
m ittees in charge are: 
E ntertain­ 
ment, 
Mise 
Dorothy 
Middleton. 
Miss 
Dorothy 
Allman 
and 
Glen 
Hawkins, and lunch. Miss Leora 
Pelley, 
Mise 
M arjorie Cope and 
Junior Caldwell. 
Mr. and Mr*. Merril E sse n wciii 
attended the funeral of her nephew 
Joseph Snyder, 
Monday in New 
Middleton. 
C harles H aw kins and daughter. 
Mr*. Blanche Lee. of 
Braddock, 
Pa., visited recently with Mr. and 
Mrs. W. H. Hawkins. 
Mr. and Mrs. Alfred Thom as of 
Roscoe. Pa., visited recently with 
Mrs. T hom as’ aunt, Mrs. 
Emma 
Coppock. 
Mr. and Mrs. Edw ard Essenwetn 
visited recently in Lisbon. 
Mr. and Mr*. Roy Early and son. 


I Frank, of Sebring, visited her© re- 
! cently with Mrs. Early'* parents 
I Mr. and Mrs. Frank Kannal. 
Mrs J. F. Rudtbaugh Is seriously 
ill at her home. 


boc Phillips Milk 
of Magnesia 
Pts. Norwich 
Rubbing Alcohol . . 
Qts. ADS Milk 
of Magnesia ........... 
Qts. Fortifier* 
Pure Mineral Oil . • 
IOO Beyer’s 
Aepirin Tablets . . . 
$1.00 Liatarina 
Antieeptic ................ 
60c Alka 
Seltzer T ab let® ___ 
Broady’a Ointment 
♦or Atiete's Foot .. 
60c Sal 
Hepatica ............... . 


33c 
29c 
49c 
59c 
59c 
59c 
49c 
50c 
49c 


S1.2S Petrolagar 
All Number® 
7Sc Vleks 
Vaporub 
75c An»cm 
Tablets. 50* 
40c 
Castorla .............. 
25c Band Aid 
Ready Bandages 
Qts. Squibb’* 
Mineral OU . . . . 
40c Squfbb’a 
Tooth Paste 


NEIGHBORHOOD 
NEWS 
When there's Illness in the family, 
when a baby ta born, when first 
aid la needed—we as your druggist 
should be first to know about it, 
because Fortiner'a are better Equip­ 
ped to serve you promptly and with 
the utmost accuracy. 


Fountain Special 
Fresh 
Strawberry 
Banana Split 
Sundae 


Fresh 
Louisiana 
Straw berries 
at 
their 
best 
with 
two dippers of 
Ice Cream, 
Banana* and whipped cream. 


35c Cashm ere 
Bouquet 
Lotion 
and 20c Size of *am* 
O C 
Both for ............................. OOI# 


$1.00 Jerg en ’* Lotion with 50c 
J a r 
Woodbury'* 
All 
Purpose 
Cream 
7 Q # % 
Both for ............................. 
I OI# 


65c Dichioricide 
Moth Crystals .. 


COTY’S NEW 
Airspun Face 
Powder 


W ith Airfpun Rouge A 
Lipstick ‘T andem ’ Hold 
er free. 


50c Calox 
Tooth Powder 


$1.00 Listerme 
Antiseptic 
Pepsodent Tooth Paste 
Large Size ........................ 


49c 
39c 
59c 
33c 
JFORTT NERSl 
C A S T H v f e p o o L f f l o 
u 
r 
f v i f D E 
p h o n e a o 
a m in onus stout U H U H H U K E sis w a sh in g to n sr 


SALINEVILLE 


Salineville council of the Knights 
of Columbus met Tuesday night In 
the hall on E as t Main st. with 
Jam es GaUaghor. grand knight, to 
charge. 
Delegate* named for the 
state convention a t Findlay In May 
ar* Jam es Gallagher. Phillip Ro- 
husrh. Paul M aher and Louis Mc­ 
Kenna. 
Th* counfil will *pon*or 
a penny social tonight In the hall. 
T he senior class 
baa selected 
"W orrying Willie" for the snnual 
play to be given May 6 in the high 
school auditorium. 
Busine** visitors Tuesday In Lis­ 
bon included Mr. and Mrs. Allen 
Maple, Mr*. 
Minnie Maley, Mrs. 
Maude Maher, Mrs. Stella Lewis 
and daughter. Charles Mundy. Mr*. 
William 
Finney, 
Mr*. 
Joseph 
O’Herin. Charles Mundy and Jo­ 
seph Karlen. 
Pet® Maley Is confined to his 
borne on Lincoln at. with illness. 
E lm er Amstutz of Carrollton vis 
ited here Wednesday. 
P. W. Broderick of Wellsville 
visited here Tuesday. 


"W eek of Opportunities" 
April 
21st to April 29th in the W ant 
Ads. Be sure your Want Advertise­ 
ment appears during this week of 
special offers. 


21 
Hone Made 
Tractors 
WANTED 


This Ad In 
The Review 
Want Ad Section produced 
22 calls. The tractor was 
sold. Many others still are 
looking for a similar offer. 


T his l l r i l r n VV nut \H 
P ro d u ce d B eau ti* 


FOK SALK 
HOME MADE OAKLAND TRACTOR 
13.VOO. 
Phone JS65-W 


lf you have a tractor to sell 
and wish to reach these 
other prospective buyers, 
phone 45. ask for a W ant 
Ad Taker, have her Insert 
an inexpensive ad now in 
time for tomorrow'* paper. 
Reach these people right 
away while they still want 
to buy. 


Members of East Liverpool lodge 
379, Odd Fellows, and C eram ic Re- 
bekah lodge 286. will celebrate the 
120th anniversary of the order by 
attending divine service* In the St. 
Stephen's Episcopal church Sunday 
at l l a. rn. 
T he lodgemen and lodgewomen 
will m eet in the W est Sixth st. 
temple at 10:30 a. rn. and m arch to 
the church where they will occupy 
a section of reserved seats, 
’’’horn- 
us R am sey , chairman, and S 
W. 
Crawford and Hollis Logne make 
up the com m ittee In charge. 


SALT LAKE CITY— Mrs. Mel- 
vin Hurd resisted an impulse to 
scream when she heard footstep* 
in the hallway. 


Do yon have a vacant 
room? 
Rent It with a W ant Ad. Phone 45 
—Say Ad Taker. 


KIDNEY TROUBLE 


Stop Getting Up Nights 


To h arm lessly flush poisons and 
acid from kidney* and r*li*ve Irri­ 
tation of bladder so th a t you can 
atop “g e ttin g up night*'* g at a HS 
cent p ack ag e of Gold Medal H a a r ­ 
lem Oil Capaulea and ta k e as di­ 
rected. O th er sym ptom a of kidney 
and 
bladder 
w eak nesses 
m ay 
be 
scant, b u rn in g or s m a rtin g passage 
—backache— leg cram ps— puffy eyea. 
Get 
the o rg ln al GOLD 
MFD AL,— 
adv 


T"\O U B LR your Fair-going—a n d 
m s Ai 
1 2 bast from coast to coaat by Grayhound Super- 
Coach at the lowest far* in history. Extra cavin** 
on Expense-Paid Toura through both F ain t 
BROADWAY TERMINAL 
BROADWAY 
PH ONE 
89 


G R E Y / H O U N D 


M i l 


To Hew York, acmes the 
continent to ta n Francisco. 
and return ta starting oojntl 
IN — 4 TH# fa r* Ye 
M 
g 
How Vee* CRy Owfy 
I v 
.80 


NOW 


I* The Time 
To Buy Or 
Sell Your 
HOME 


BECAUSE____ 


YOU CAN PAY FOR IT LIKE RENT. 
Whether or not you realize it, the jnoney you 
are now spending each month for rent 
would pay for a home of your own, and you 
can buy that home today on smaller pay­ 
ments than ever before. East Liverpool real 
estate brokers are anxious to see you get 
started. They will show you how easy it is 
to purchase a home they have listed. 


% 
It will be well worth your time to read the 
special offers appearing in the Want Ad 
columns of The Review during the week 
of April 21st to April 29th. If you have prop­ 
erty you wish to sell or exchange, be sure to 
insert an ad during this special week. Just 
phone 45 and ask for an Ad Taker. 


BE SURE TO USE THE 
WANT ADS 


DURING 


APRIL 21st to 


APRIL 29th 


IT’S THE 


OPPORTUNITIES 


MAKE SURE YOUR WANT AD APPEARS ON THESE DAYS! 
The East Liverpool Review 


WANT AD DEPARTMENT-PHONE 45 


TH U RSDA Y , A PRIL 20, 1930. 
EAST LIVERPOOL REVIEW 
.PAGE ELEVEN 


How To Keep Well- 
Physician Says 
Cancer Help Not 
Hard To Obtain 


s u 
Most Hospitals Equipped To 


Treat Disease And Many 


Institutions Set Up 


■y LOGAN C L E N D E N I N G . M. D. 
• 
Q UESTIO N 
Included 
in 
the 
A . m 
W 
S r t Control 


s i *J■ ic 
• 
• * 


, I 


« 
* 


I I 
I 
t Ik * 


questionnaire 
. 
American Society for the Control 
of Cancer Is this; 
Are a l 
pltals equipped to dia*"o sed bv 
treat cancer?” It la answered by 
the Society as follows 
••No. T o'be adequately equipped 
for this purpose a hospital must 
have an operating room. a labo a 
tory for the microscopic dia*°°® J 
of tissue; X*ray equipment suitable 
for diagnosis and for treatm ent, 
and m ust own or have access to a 
sufficient quantity of radium .To 
make 
this 
equipment 
effective 
there 
must 
be 
physicians 
ade- 
quately trained in its use and sur­ 
geons competent to treat cancer b„ 
approved methods 
Not Fair Idea 
I om itted that question and an­ 
swer. in mv articles last week be­ 
cause I do not believe they give a 
quite fair idea of the situation. 
* Most hospitals in the United States 
come up to the standards set down 
in the answer. Most hospitals have 
a good operating room, a la bora 
tory for microscopic examination 
of tissue and X ray apparatus for 
H a im n it find t rf® tnt wit* Not all 
have a sufficient supply of radium^ 
but for all hospitals in a city of 
250.000 population or over it is 
available 
And most hospitals are 
ataffed with physicians and sur­ 
geons adequately trained in the 
treatm ent of cancer. 
I do not like th© implication of 
the idea that the cancer patient 
m utt seek out some remote or spe­ 
cial institution. I do not believe 


that i6 true. I myself had a cancer 
on the skin not long ago and it was 
properly and successfully diagnos­ 
ed and treated in the sm all operat­ 
ing room in the office of a surgeon. 
Special Hospital 
But while 75 percent of cases can 
he adequately handled in the aver­ 
age approved 
(American College 
of 
Surgeons 
standard) 
hospital, 
there is a definite 
advantage in 
having in every community a spec­ 
ial hospital for cancer treatm ent. 
There is a great advantage in 
having physicians and surgeons who 
have special training in cancer of 
special parts of the body. At the 
Memorial H ospital in New York. 
for instance, the staff is so divided 
that one man handles the cancers 
of the mouth, another of the skin, 
another of the breast, another of 
the internal organs. In the courae 
of 20 years’ experience they ac­ 
quire uncanny fam iliarity with just 
how to deal with a special or diffi­ 
cult problem, just w hat treatm ent 
to give. Then such hospitals should 
have a more intensively trained 
microscope 
technician 
and 
more 
adequate supply of radium. The 
United States National Cancer In­ 
stitute 
a t 
Bethesda, 
Maryland, 
bought $200,000 worth of radium as 
a 'beginning. 
In many of our cities team s of 
doctors, consisting of a pathologist, 
a radiologist and a surgeon, are 
setting up in partnership for the 
treatm ent of cancer patients and 
that ii a good sign. 
• 
Some states — M assachusetts 
New Hampshire, Missouri, Connec­ 
ticut and Georgia — are setting rp 
state hospitals or clinics in gener­ 
al hospitals for cancer treatm ent, 
tt'o p y r t.f c t, IM S , K . f . S., la c .) 


OLD HOME W EEK MURDER 
----------------------by Phoebe Atwood Taylor --------------------- 


A 
circular 
cellar 
took 
fewer 


T ile C h a ra c te r* 
A*ey Mayo, Cape Cod tleuth. 
d o l o r , d a u g h t e r 
of 
the 
m u r ­ 
dered woman. 


Yesterday! 
glade 
confesser 
to 
A fey 
th at 
J a ne 
and 
he 
are 
ashamed of themselves, and are 
going to tu rn over a new leaf. 


CHAPTER 40 
Pushed 
I 
T was mid afternoon before Asey 
remembered that he had failed 
to ask Jane ant} Eloise about the 
path Hay had found. Turning in his j certainly would have r'ealled the 
last jndge’s slip, he drove up to fact before she got halfway down 
Hell Hollow. 
i the steps. B'aides, w bat’d Bhe de- 
The fine drizzle had not cur- tour for? She was after som ethin’, 
tailed 
the 
tourists’ 
enthusiasm , an’ she was on her way to it. W hy 


what she was after. Never had a 
chance to,’’ 
“W ait.” Lane said. “There was 
that pair of shears on the floor. 
Suppose she got halfway down, re­ 
membered she'd left the shears, 
and started back, and then trip­ 
ped?” 
"The shears,” Asey pointed out. 
“was way over by the stove, .She 
come in the dinin* room door, lf 
she'd detoured way around to the 
stove an’ dropped'em there, she 


MARRIAGE LICENSES 
Issued At Lisbon 
Ray Anderson, laborer, and Vir­ 
ginia Blverd, Wellsville. 


Issued At Beaver 


The 
Randalls’ 
house 
aud 
barn 
were surfounded by customers. 
“I wish.” Lane said, “all the his­ 
torical spots w eren't on this road. 
They see those figures, and stop, 
and—there. There goes one drove, 
and 
another. 
T hat helps. Jane? 
She's up to her ears. Eloise- just 
w ent indoors, into the house. At 
least I think she did. T h eres Jane 
now—yell and ask her.” 
Asey called to her. 
"Eloise?” Jane said. “She went 
for heavy cord and boxes to pack 
some stuff in before some man gets 
back from 
viewing the wishing 
well. In the house cellar, she is. 
I’ve got to dash—tell her to hurry, 
will you?” 
Asey went into the house and 
walked out to the kitchen. The cel­ 
lar steps, steep and protected only 
by a swinging railing, were in the 
com er. 
“ E loiie!” he bent over the rail 
and called. “Miss Randall! I won­ 
der i f - ” 
At his hand wag the electric 


cross over to the stove?” 
“Then why, will you tell us. are 
the scissors there?” She had them 
in her hand when she entered the 
house. I saw them. Now, you ex­ 
plain why they were on the floor 
by the stove?” 
"She threw them at someone.” 
Asey 
knew 
perfectly 
well 
what 
Lane's reactions would be, and he 
was not disappointed. 
“Threw them a t—” Lane began 
scornfully. “Asey, you—” 
“Now. just a moment, Lane,” 
Cummings interrupted. “I wonder 
lf—yea, Asey'a right. I know Eloise. 
Suppose, as sh© starts down the 
stairs, she hears someone. Turns 
around, 
sees 
someone. 
Someone 
menacing. She recognizes the fact 
that she is in danger, and hurls 
at the person her only weapon, 
the shears she has in her hand.” 
Lane ridiculed the doctor’s story. 
"If she had scissors, and recog­ 
nized someone as a menace, why 
didn’t she wait and use them to 
stab with? T hat’s the logical thing 
for anyone to do.” he said. “Why. 


What’s Smart In 
Social Stationery? 


You'll Find Th# Answers In 
Th# New 
RYTCX SAMPLE BOOK 
OF 
PRINTED STATIONERY 
Just received. 
Com# in and let 
us show you the new papers . . . 
sparkling with freshness . . . in 
colors that are luscious and that 
invite letter-writing. 
All priced 
at $1 a box. 
Kennedy Office 
Supply Co. 


1«6 W. Sth Bt, 
Ph. 297 


George Edward Modro and Olive 
Blanche Campbell, Beaver Falls. 
John Leo Brooks, Mineral Springs, 
O . and Leila Mae Abbott, Niles, O. 
John Woodrow Short and Matt!© 
Delandu. Ambridge. 
George W. Ruth and Eddie jan e 
Bergener, Rochester. 
Joseph John 
Bak 
and 
Jantna 
Zwierzchon, Beaver Falla. 
Charles 
Marion 
Miller, 
E a s t 
Springfield, O., and Florence Ethel 
Dillon. New M atamoras, O. 
Joseph 
Van 
Cura, 
Pittsburgh, 
and Rose Petrucha, Beaver Falls. 


light switch. He flicked it 
throwing the scissors at someone 
peered down into the tiny cl oui 
> WQU]<j 
jjj,p throwing a loaded 
ct,1’ar; 
.v . #««♦' gun instead of ahooting It!” 
Eloise lay in a heap at the foot 
Woman' 
of the steps. 
. . . . . . . 
Dr. Cummings 
sighed. 
“Of 
As Asey mounted the s a n s 
course, 
I-ane, of course! 
T hat's 
few minute* later, Lane bullied j(jM my M n t! T ha,.# w bat a logl. 
into the kitchen. 
cal person would do. I agree. So 
“Say, 
Asey, 
he began, 
does Asey. But you fail to take into 
wants you to tell Eloise she m ust | conilderat,on Ihe fact lhat e 1o1m 
hurry, that man is ba<k 
, Jg not j0gjcaj Never in this world 
.. 
You *° 16,1 wvD ; Ji' f £ 
S .v would it have occurred to her to 
“to carry 
without Eloise 
Say hp,d h<?r 
n<j ^ 
s)ah w 
HK. 
Im busy with her. Then you lock 
N>ver 
,f> 
a 
perf(H.tly 


derstand the type of woman in­ 
volved. 
You 
claim she 
pestered 
you—can’t you tell, couldn't you 
tell, that she was a f ut tile individ­ 
ual? Can't you tell from w hat you 
know that she never knew which 
way to turn a key to unlock a 
door? She couldn’t tune a radio to 
save her life. She couldn’t unscrew 
a dead electric light bulb and put 
in a new one. Did you ever se© ber 
try to drive that beach wagon? 
Man, she was a menace to public 
safety when she drove th at vehi 
cie! Your trouble. Lane, is that 
you're practical. Eloise is not prac­ 
tical. 
You’d 
grab 
the 
railing. 
Eloise would not grab the railing 
Put Eloise in a shipwreck. Throw 
a life preserver to her. Would she 
put it on? No. Shed try to sit on 
it. Lane, can’t you grasp this?” ., 
“The woman tripped and fell,” 
Lane said doggedly. “T hat’s that.” 
"Th© woman.” Asey said, “was 
pushed 
an’ 
thrown. Lane, 
walk 
over to the head of the steps. 
T hat’s it. Now, what do you do 
first, starting down, 
before you 
touch the rail, even?” 
“Put on the light, of course.” 
Lane said im patiently. 
‘T h a t’s what I’d do, too. But the 
light was off. You can say she 
started down, turned to put It on, 
an’ fell. But that's the one way she 
couldu’t have fallen, because she'd 
have to be leanin’ more over the 
rail. She couMn’t help but save 
herself if she started to fall then.” 
"W hyn't you tell me about the 
lights?” Lane demanded. 
“You never gave me any chance. 
I think 
she started 
down, 
wa* 
reaehin’ to put on the lights from 
the top step, an' heard someone. 
Turned around, there on the top 
step. Someone comes toward her, 


bricks than a square one. Most are 
semi-circular. Mine at home is." 
“But this is new. Those concrete 
blocks aren’t any old time thing.” 
“Prob'ly laid'ent against the old 
brick," 
Asey 
said, 
"when 
they 
made the house over.” 
To the right of the steps was an 
electric pump aud a water tauk, 
and near them an electric meter. 
Behind the steps was a neat pile of 
corrugated paper boxes and an­ 
other pile of folded sheets of brown 
paper, all obviously salvaged. Ap­ 
parently 
Mary 
Randall 
was 
a 
thrifty soul. 
<c»prri*M. iane» 


Continued tomorrow. 


EAST PALESTINE 


Red and white flowers, tapers 
and menus w ere| the decorations 
used on the .tables for th© three 
course Turkey dinner served by 
the 
Ladies’ 
Aid 
society of 
the 
Methodist Episcopal church Tues­ 
day evening to 90 members of the 
Eastern Star chapter and Masonic 
lodge associates. A fter the dinner 
the annual Inspection of the chap­ 
ter was a feature of the special 
m eeting held in the Masonic hall. 
A ttractive 
bouquets 
of 
flowers 
were 
arranged 
throughout 
the 
chapter room for the inspection, 
which was in charge of deputy 
grand matron, Mrs. Minnie Fisher 
of Massillon. Preceding the regu­ 
lar opening of chapter a quartette 
composed of Mrs. J. R. Wilhelm, 
Mrs. Oliver Ellis of Youngstown 
and C. K. Laber and Frank W irth 
entertained with a group of vocal 
selections. 
During 
the 
meeting 
Mrs. Wilhelm and Mrs, Ellis pre­ 
sented vocal, numbers. Atter the 
associate 
worthy 
matron. 
Miss 
Grace Rutherto, presented the lo­ 


wer© gowned 
in 
w hite formal*. 
Guests were present from Youngs­ 
town, Columbiana, Leetonia, Lis­ 
bon, 
Negley, 
Beaver 
Falls 
and 
Coraopolis. 
Honoring the Golden W edding 
anniversary 
of 
Mr. 
and 
Mrs. 
Charles Bennett, a num ber of rela­ 
tives and friends were entertained 
recently at the I. O. O. F. hall. The 
afternoon hours were spent in an 
informal social m anner with a din­ 
ner being served to 53 guests, in­ 
cluding Mr. and Mrs. Charles Wil­ 
son, East M artin st., who W ednes­ 
day celebrated their 33rd wedding 
anniversary. Guests were also in 
attendance from Massillon, Salem, 
Toledo, Alliance, Beaver Fails, Mo­ 
naco* and Enop Valley. 
S. E. Lower has entered the 
veterans’ 
hospital 
at 
Aspinwall, 
Pa., for observation and treatm ent. 


ARTICHOKE BOWL HARPY 
SALINAS, 
Cal. 
— 
Monterey 
county, the ’’artichoke bowl” 
of 
the United States, is rejoicing over 
ihe prospects of an entirely new 
field and m arket for it* “chokee.” 
As a result of the inspiration of 
the landscape decoratora of th* 
Golden 
Gate 
international 
expo­ 
sition to use artichokes in laying 
out its gardens, an increased de­ 
mand has resulted for the plant!. 


“W eek of Opportunities” April 
21st to April 29th in the W ant 
Ads. Be sure your 'Want A dvertise 
ment appear# during this week of 
special offers. 


LOINS 
W ith o u t 


I u d How You Con 
Borrow SIO to HOO 


Visit or phone oar oOea. There 
ta so red cepe or delay. Yoe 
•nswer e few questions. Our 
rtpf# s o ffit visit# your bow#. 
Then roo sign (Im papers sod 
anally get th# sooey the day 
roo apply. 
Friend# seed soc alga with 
you aad there ere go credit la* 
quirts* aasoog roar relative* or 
neighbors. Our rates ere lese 
than (awfu) asesiraus oo all 
loan# ever HOO. Repay * Uttl* 
each sooth. 
To apply, phone or visit oftce. 


HOUSEHOLD 
FINANCE 
8* ltr$ CORPORATION tUCMtn 
SOT Market Street, 2nd Rear 
Os the Diamond 
Then*! Mein 224, lust Uvecpesl 


f t f fclhi* AwwiT w ti md OM# 
Maw tram 4. (o w 
CII 
4 b * « * • ! . IM M 
I 


apert tog officer with a gift from 
from over there by the stove, an’ i ,l,e chapter, a nodal hour was en 
she throws the shears. He rushes 
«*nd refreshm ents were serv 


Issued At Steubenville 
John Davis. W eirton, and Doro­ 
thy Tepsic, Steubenville. 
David Carter, Cadiz, and Ger­ 
truda Toney, Bloomingdale. 
Steve Skolaah. 
Un ton port, and 
Mary Kovalaki, Dillonvale. 
Curtis Blgsby and Catherine Car­ 
ter, Smithfield. 
Edmund H. W right Jr. and Rose 
I. Parson*, Brilliant. 


KOALA BEAR EAT8 SANO 
COWES, A ustralia — A koala 
bear bere has scientists going hay­ 
wire. The bear lives only on sand 
and salt water, staying on the 
beach, following the tide in and 
out, drinking salt water on the 
way, with an occasional mouthful 
of Baud. Koalas rarely come to 
the beach and, according to n a t­ 
uralists, rarely drink. When they 
do drink. It ie said. it la because 
they feel the approach of death. 


Th# moon’# diam eter ie one-quar­ 
ter th at of the earth. 


Famous for Flavor 


RSALABA 


the doors an’ come back bore 
“W hat’* the m atter?" 
"Look down there.” 
Lane stared down at the figure 
in the cellar. 
“Is she badly hurt? Fell, did 
she?” 
**She’s dead.” Asey said 
“Fell, 
or was pushed. Probably the last, 
lf you want the bitter truth." 
“Why Not Suicide?” 
"I’ll go clear these people out,” 
Lane said, starting for the door. 
“You'll do nothin’ of the kind.” 
Asey told him. “Look, this business 
can’t be made public any more 
than the other 
off—you’re 
say who you are without givin 
everything away. Go find Jane, 
like I said, an* tell her I’m busy 
w ith—no change it. Say that Eloi«© 
has had a sick spell, an* we've call­ 
ed the doc, hut not to come in an ’ 
excite her. Ju st to carry on with 
th© customer*. Now. hurry. Before 


characteristic gesture for her to 
hurl the shears futilely—de mor- 
tuis and all that sort of thing, and 
of course, th© woman had many 
good points, but she was none the 
less a futile woman. 
"All right, all right,” Lane said. 
"Be psychological, lf you want to, 
but It s the practical things that in 
terest me, Why, tf someone pushed 
ber, is the swinging railing intact? 
She 
bad 
either 
to 
be 
pushed 
through it, or if she was on the top 
step, on her way down, she’d have 
been clinging to it.—and her grip 
on it would save her, or the railing 
, 
I- 
JI .... 
vt 11 iv m VMI IU Ct Cl v VJ ll” l I VSI 
I ll V I B lin i* 
her. You can t send em wou)(j 
down there with her. 
the gardener. ^ ou can t Qno 
Qf , he 0,hpr „ 
“Lane.” 
Cummings 
said 
plain­ 
tively. "you just simply do not un- 


over. takes her by the shoulders. 
an’ hurls her down.” 
"There were the m arks of your 
rubber soles going down and com­ 
ing up.” Lane said. "No marks for 
her, but then she came across the 
wooden walk and w asn't to the 
damp grass, 
wouldn't you think 
they’d have gone down to make 
sure she was dead? And if they 
came from outdoors, why can’t we 
find some m arks? Any marks, here 
or—" 
“Give the feller credit for stock­ 
in' feet,” Asey said. "Be’sidea, after 
hurltn’ her straight onto a con­ 
crete floor nine feet 
b’low, 
he 
could 
be 
reasonably 
sure 
had 
achieved 
his purpose. 
He could 
have made sure by sneppln’ on the 
light an’ looking down. Let’s go 
down there again for one more 
look." 
The four of them went gingerly 
down 
the 
almost 
perpendicular 
steps. 
"Why are so many cellars on the 
Cape circular like this?” Hamil­ 
ton wanted to know. 
"In 
the old days, 
bricks was 
scarce an' expensive," Aaey said. 


ed by the committee with Mrs. Al­ 
bert Ward as chairman 
Corsage#, a gift of the chapter. 
were worn by the officers, who 


SAVE MONEY 


Men’* SOLES . 
Ladies* SOLES 
Men’s HEELS . 
Ladies’ TAPS . 


4 4 c 
40c 
25c 
10c 


Look over all your abo#* now 
and bring them to ua 
for 
needed repairs. 


We can rebuild your shabby 
shoes at small coat. 


F R E D E R I C ) 
A L A I M O 
521 BROADWAY 
Opposite Ray Birch Serv. Eta. 


PERSONAL LOANS 


BANK CREDIT 


For The Individual 


Our individual loan a m ice ia open to men 
aud women in all walks of life. Whether 
you are a teacher, a laborer, a mechanic— 
regardless of your calling—you can obtain 
a loan at this bank if you can meet our 
Minple credit requirement*. 


OUR RATE IS: $6 00 per 3100 
Per Year 
A Sr.OO service fee Ie the only addltlenal charge 


Let us explain how simple, and how eco­ 
nom ical, it is to borrow at this bank. 


PHONE 395 
<%Firstnationaliumk 


East Liverpool’s Oldest Bank 


Member , , Federal . . Deposit , . Insurance . . Cerporatien 


sh© comes In.' 
He managed by a miracle, to 
get Cummings at bls office phone 
"Hollow,” he said briefly. “Cel­ 
lar stair# this trip. No not Jan©. 
Look, can yon get someone to help 
Jane—your wife? Good. Tell her 
all you have to. I want her.” 
An hour later, Cumming!. As©y 
Lane and 
Hamilton 
sat 
in 
th© 
kitchen. The shade# were drawn 
On 
th© 
table 
were 
Cumming!* 
open bags. and I-ane's camera, and 
a suitcase with more of his para­ 
phernalia. 
“Al! right,” Cummings said, we’ve 
hashed enough. Now, Asey why 
not suicide?" 
“Sh© fell backwards an’ landed 
on her back. You say her head hit 
I the cement floor, an’ abe died in a 
second.” 
True, but couldn't she trip up 
TEA 


the stairs as well aa down’ere? 
When I first got my bifocaia, I 
tripped upstair* for a week.” 
“She 
went 
downetaira,” 
Asey 
said. “for heavy cord an’ boxes. 
N either'! been touched. Therefor© 
she never got dow nstairs to get 


WHY PAY MORE? 


r 


h e r e a r e t h e l o w e s t p r ic e s in t o w n ! 
WALLPAPER 


I S ” and 30” TW O-TONE 
ENGRAVURES 


Newest trend for living room#, din­ 
ing rooms and halls. 
Guaranteed 
to give years of service. 
And 25c Single Roll 


3 9c IMPERIAL 
WASHABLE PAPERS 


Long-life papers made by this na­ 
tionally known mill. 
Beautiful 
patterns for living rooms, dining 
rooms, halls, kitchens, single ro ll.. 14 


TH IS COMPLETE “HANDY'* 
PAPER-HANGER’S OUTFIT 
• P A ST E BRU 8H 
• P L U M B-BOB 
• SE A M R O L L E R 
« B A S E B O A R D 
• SM O O T H IN G 
C U T T E R 
B R U SH 
« W A L L S C R A P E R • 1 . 1 9 


IN S ID E OR O U T S ID E 
PAINT... in 
g a l l o n 
m 
.0 9 


QUICK-DRYING 
ENAMEL 
^ 
f o r 
f l o o r s o r 
S 
i . 0 0 
WOODWORK— 
“ I 
J GALLON 


mil 


STRAIGHT-EDGE 8E T 


• I ft, straight-edge, 
with cutter and fine 
sjrip complete for • 
.39 


SELF 
PQ LISH ING 
FLOOR WAX 
Quart .............. 
^ ^ ■ 69c 
WALLPAPER & 
PAINT STORE 


Welnvite You ToPreview The Newell Buses— 


Friday, April 21, from 12:15 P. M. to 3:45 P. M., buses will be at plants 4 and 5 of the 
Homer Laughlin China Company, at Plants 6, 7 and 8 of the Homer Laughlin China 
Company, at the office of the Eld win M. Knowles China Company, and at Fifth and 
Washington Street, Newell, for inspection. 


These modern, ultra comfortable buses will be in operation between East Liverpool 
and Newell immediately upon receipt of approval from the Public Service Commission 
of West Virginia. This equipment represents the last word in passenger comfort and bus 
styling. Sufficient buses are available to guarantee dependable and adequate service. 
Buses will be operated direct to plants of the Homer Laughlin China Company and 
the Edwin M. Knowles China Company between 5:30 A. M. and 8:30 A. M.; and be­ 
tween 1:45 P. M. and 5:00 P. M. 


Leave Diamond for Homer Laughlin 
Plants 6, 7 and 8 only: 


5:30 
5:36 
5:43 
5:50 
5:57 
6:04 
6:11 
6:18 
6:25 
6:30 


A. M. 
A. M. 
A. M. 
A. M. 
A. M. 


Laava Diamond for Laughlin plants 
4 and 8 and Edwin M. Know I en Ohlna 
Company only: 


A. 
A. 
A. 
A. 
A. 


M . 
M . 
M. 


M . 
M. 


5:33 A. 
5:40 A. 
5:47 A. 
5:54 A. 
6:01 A. 
6:08 A. 
6:15 A. 
6:22 A. 
6:29 A. 


M. 
M. 


M . 
M. 
M. 
M. 
M. 
M. 
M. 


From 6:30 A. M. to 8:30 A. M. buses every fifteen minutes to all plants. From 8:30 A. M. to 
1:30 P. M. half hour service between the Diamond and 10th and Grant Streets via Washington 
Street. From 1:30 P. M. until 5:00 P. M., fifteen minute service to 10th and Grant Street, return­ 
ing via Sixth Street, Harrison Street, and Fifth Street to Washington Street. From 5:00 P. M. to 
midnight, half hour service to 10th and Grant Streets via Washington Street. 


Fare: I 5 tickets for $ 1 .O O 
Cash Fare, 10c 
Announcement will be made of the date this service will be Inaugurated 


The Valley Motor Transit Company 


i <* 
i i i 


* 


............... 
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Floods To Transfer Reds’ Games? ' 
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W 
ITH flood water* creeping into Crosley field, home park of the 
Cincinnati Reds, the possibility that home games of the Red* 
scheduled for the near future may need to be transferred to other Na­ 
tional league parks, Is considered. Note how standing water has al­ 
ready made the field Immediately unplayable. 


REDS, CUBS GLOOMY 
IS Dion WEATHER 
STAYS AT CHICAGO 


Br Th* A*a*rlat*d Prs**. 
C 
h ic a g o , April 20—The Red* 
and the Cubs were willing to 
give Chicago fan* an "opening” 
baseball 
game 
today, 
but 
they 
didn't 
get 
much 
encouragement 
from the weatherman. 
It 
appeared 
as 
lf 
the 
Cin­ 
cinnatians 
made 
a 
useless 
trip 
here for a scheduled three-game 
aeries, as the prediction of snow 
and cold left only a slight chance 
of a game. 
The Reds also were gloomy over 
the prospect of another postpone­ 
ment 
when they return to Cin­ 
cinnati to meet the Pirates Sat­ 
urday. The Crosley field outfield 
was under eight Inches of water. 
Manager Bill McKechnle. chaf­ 
ing under the siege of idleness, 
looked for a suitable site for a 
team workout but decided a hard 
floor would be too tough on the 
players. 
"W e ll just rest on our oars," 
be said, showing an appropriate 
choice of word*, "until the weather­ 
man relents and gives us the green 
light." 
Activity yesterday consisted of 
a double birthday celebration for 
Bucky Walters, who la SH, and 
Harry Craft, who is 24. 
The 
pitching 
assignments 
re­ 
mained the same, Paul Derringer 
and Bill Lee. 


Bath tubs, sinks, etc., well quick­ 
ly with Want Ads. Phone 45. 


NEW HIGHER 
VALUE! 


OHIO STATE CIRCUIT 
TO PUT NIGHT CARD 


* 
Br Th* A mot tat rd Pr*»». 
M A N SFIELD , O., April 20.—The 
(•lass D Ohio State baseball longue 
_ graduates from a four to a six-dub 
.circuit this season, and except for 
(the Sunday and holiday contests on 
its 13u-gama schedule, goes under 


I tho floodlights. 
Mansfield, Tiffin, Fremont. Fos­ 
toria, Lima and Findlay make up 
the 
league, 
which 
started 
four 
I years ago as a semi pro circuit, 
, with Lima and Mansfield as new­ 
comers since the 193K campaign. 
Mansfield dropped out last year aft­ 
er winning the 1937 pennant, Kre- 
' mont taking the Gonfalon a year 
; ago 
The Hhaughnessy playoff will be 
utilized by the four top teams at 
the close of tho regular season. 
Three of the clubs have big-league 
affiliations, and at least two of tho 
others are slated to close deals be­ 
fore the season gets under way 
May S. 
Mansfield, managed by Veteran 
Ray French who 
with Louis­ 
ville In the American association 
last year, is a Cleveland Indian 
farm. 
Bill Lawrence, Just up from 
the Texas league, is skipper of. the 
I»etrolt-owned Tiffin club, while tho 
St. 
Louis Cardinals are hacking 
Fostoria, which has Jack Farmer, 
25-year-old 
hurler, 
at 
the 
helm 
again. 
Chappie 
Geygan, 
former 
big 
leaguer, will pilot 
the champion 
Fremont club again, and Grover 
Hartley, former big-league catcher, 
returns 
to 
Findlay 
for 
another 
whirl. 
Bill Ward. who led Hopkins­ 
ville to the Kitty league flag last 
season, la the Lima manager. 
Each of the cities has installed 
lights, loading to the night baseball 
decision. The majority of the clubs 
started training this week, working 
out oh their home iota. 
Additional 
talent la expected by all entrants 
as a higher-ranking leagues cut to 
the player limit within the next 
few weeks. 


34 Waterford 
Athletes Get 
Cage Letters 


Coach Makes Presentations 


At Dinner^n School 


Spacial Ta Th* lt**tew. 
N EW W A TERFO RD , April 20 — 
Thirty-four 
students 
here 
today 
wore high school award letters for 
cheer leading and basketball. 
Recognition wag given at the an­ 
nual 
basketball 
banquet 
in 
the 
school auditorium with Ray Sween­ 
ey. Youngstown basketball coach, 
as guest speaker. Supt. R. E. Fow­ 
ler. toastmaster, introduced M. H. 
Myton, faculty manager; L. E. My­ 
ers. clerk of the board of education 
and Miss Wilma Hickman, physical 
education director. 
Group singing was conducted by 
Miss Minetta Esterly. 
R.H.O. girls 
and their sponsor, Miss Mary Col­ 
by, served the dinner on a largo 
table 
decorated 
in 
orange 
and 


I black. 
Coach Gilbert Weikart introduced 
Junior Welsh and Mwood Cope, 
! honorary captains. 
He presented 


FEUD FIRES FANNED 
HIGHER IN 6ALENT0, 
DEMPSEY WARFARE 


TOURNAMENT CLOSES 
PATTERSON PIN PLAY 


Softball Loop Meets 


'P H E East Liverpool City Soft- 
I ball league will meet in the 
Y.M.C.A. at 7:30 tonight. 
All 
managers, 
sponsors 
and 
team 
member* from last year’s loop 
are requested to attend. 
Any 
other teams interested are invit­ 
ed to send representatives. 
The 
league, which has no age limit, 
is desirous of having several 
church teams entered this year. 


GOODYEAR’S 


F A M 
O U S " G 
- 3 " 


ALL-WEATHER 


SUNS M O R I M lilt AT 


U S S C O S T -S IR -M II.il 


letters to the reserves: 
Elwood 
Cope, .Milwood Custer, Burt Reek, 
John 
Wolford. 
Clarence 
Blair, 
Frank Pancake and Robert Dunn. 
Varsity members receiving reserve 
letters were Albert Yarian. Domi­ 
nic Papania, Dwain Hawkins and 
Dale Wolfgang. 
Varsity letters went to Junior 
Welsh. 
George 
DePerro, 
Walter 
Esterly, 
Donald 
Mackali, 
Owen 
Roger*. 
Edward 
Cowan. 
Robert 
Pancake and Richard Wonner. Juu- 
| tor Merrimac manager, also receiv- 
\ ed a letter. 
Recognition went to Forrest Ben­ 
nett. Garfield Chilton. Robert Ester­ 
ly. Harold Floor. Phil Dunn, Donald 
Harrod 
Charles 
Koch, 
Marion 
Klehl, Carl Myers, David Williams. 
; John Hall, William Springer aud 
Junior Merrimac 
Awards for three years of cheer 
leading went to Mary Harrold, Bet­ 
ty Unger and Ellis Sloan. Two year 
awards were given Rose*Sirkorski, 
Jack Klein and Alma Williams. Re­ 
serve cheer leaders are- Pauline 
Redfield, 
Jeau 
Ikalge. 
Dorothy 
Harrold. Lucille Heck. Peggy Klein. 


I Norma 
O’Neil 
Shirley 
Springer, 
Dolores Ferris and Rita Ferris, 


EXPERIENCED DETROIT 
FINMAN SPARKS TEAM 


Br Th* Associated Pre**. 
v E W YORK, April 20 — Tony the 
i v Terrible Galento is "boined up’’ 
—a1) the way to his second chin, 
In fact—at his old pal Jack Demp­ 
sey., 
So steamed la he over remarks 
Dempsey passed in Kansas City 
the other day concerning the Gar 
I lento ring ability, that two-ton now 
; hag nominated the old Manassa 
Mauler as No. I on his list of 
‘'bums’’ he can "molder." 
What's more, Tony whispers in 
a voice you can hear, anyway, from 
{ here to Keokuk, any time Jack 
finds himself in the neighborhood 
of Main and Dey streets, Orange, 
N. J., he'd better walk with his 
guard up. 
“Because an soon as I see him 
around there," the Galento man 
said today, ‘T m gonna start swing­ 
ing at him.” 
There was 
a day, 
some 
five 
years ago, when Dempsey managed 
Tony and they were just, aa close 
an your next breath. But Dempsey’s 
statement the other day changed 
all thai. 
It neerna Dempsey was quoted an 
nayitig Tony, who tangles with Joe 
Louin in Yankee stadium June 28. 
won’t have as much chance as the 
aging Jack Roper had against Joe 
In California last Monday. 
"W ell,” Tony shouted to one and 
all, "I'll tell Mr. Dempsey what I’ll 
do. I got a thousand hucks right 
here to bet, aud he won t have to 
give me no thousand to one. I’ll 
take lo to one on myself to beat 
Louis. What’s more, tell that bum 
if he gives me the right odds I’ll 
bet him I kayo Louis. Now let Jack 
put up or shut up. 
•‘Y’know, It looks to me like Jack 
is Just talking for the newspapers 
again. 
Its 
funny, 
whenever 
he 
comes out west or down south or 
somewhere else, he raps me and 
gives me the needles.” 


The 
Patterson 
bowling 
league 
wound up Its season Wednesday 
night with a doubles and singles 
tournament. 
Dorsey and Bucher rolled 872 for 
three games to take first place in 
the doubles event. 
Mack and Conn 
took second with 869 and Wilhelm 
and Armsey third with 846. 
Wilhelm topped the singles field 
with 448 for three games. Dorsey’s 
422 was second and Conn’s 416 
third. 
The scores: 
Doubles 


Palestine’s Trackmen 
Defeat Louisville In 
Initial Outdoor Meet 


OHIO STATE SOFTBALL 
TOURNEY DATE NAMED 


By TM A mot lated Pr*w. 
CO LUM BUS 
O. April 20.—The 
Ohio softball commission today an­ 
nounced the state softball tourna­ 
ment 
would 
he held 
here 
Aug. 
25-27. The winner will represent 
Ohio in the national tournament 
at Chicago, Sept, 6-12. 
The commission also decided to 
hold a state girls' tournament at 
Elyria. Aug 18-20. 
______ 


Bv Th* A«*«rlal*d Pm*. 
C LEVELA N D . April 20 -Exper- 
lence counts in this American bowl­ 
ing classic. 
Fred Breekle, 15, Detroit auto 
parts maker, rolling in his 20th 
A.B.C. 
tournament, 
sparked 
the 
Fife Electrics’ drive to first place 
in the team division, then forged 
Into fourth position yesterday In 
the all-events with a weighty 1.952 
Blight of build. Breekle function­ 
ed Uke the storied mighty atom to 
total 693 In the five-man. 633 in 
• he double and 626 in the singles. 


IM SALAS 


IM SERVICE 
IM VALUE 


F l t O M T - P A G E M E W S 


TO W I S E M O T O R I S T * , 


H frf/s a aru “ G-3” ALL- 
WEATHER . , , stronger, 
longer wearing, a better 
tire than last year's best­ 
seller . . . yet yours nowr at 
lower prices! 


Don’t drive your old 


tires past the danger mark. 
G<* **G-3” safety TODAY. 
Yon have G oody ear's 
“ Lifetim e Guarantee”— 
plus our own! Be smart — 
BUY NOW! 


U K W EASY-PAY TERMS! 


•S r run, SPORTS 


THE BEST CLUBS USE 
THE BEST EQUIPMENT 
We can furnish everything you need for 
the NATION S GRAND OLD GAME ex­ 
cept the umpires— Recognised distribu­ 
tors for leading manufacturers of both 
apparel and equipment. 
Wholesale Prices To Schools & Teams 


Baseball and Softball Uniforms For Man and Boy 
BO YS’ UNIFO RM S 
I 
M EN’S UNIFO RM S 
Complete with Hoee and Cap I Made To Your Specifications 
$1.95t0 $7.50 I $4.50 0 $25.00 


Fielders Gloves 
75c to $10.00 
• 
Baseman’* 
Mitts 
$1.95 to $11 
• 
Catcher’* 
Mitts 
$1.75 to $15 


B A SEB A LLS ANO 
SO FT BA LLS 
25c to $2.00 


B A S E B A L L BATS 
Ail New Stock 
25c to $2.50 


• 
Set of 3 Bases 
with Spikes 
$5.00 to $10 
• 
Catcher’* 
Masks 
$1.50 to $10 


Leg Guards 
$3.75 to $10 


Sliding Pads 
75c to $2.00 


o o d / y e a r 


LOW COST 
TIRES 
I V ALI! 


Save rn* Me Stye a# Me R — U ym r M rsm r 
G O O D Y E A R 


SER V IC E STORE 


Baseball 
8 hoes 
All Size* 
8 Modale 
$2.25 to 
$7.50 


NOTICE! 
To Coachee 
and Team 
Managers 
Call or drop a 
card for per­ 
sonal visit at 
no 
obligation. 


I U A. F IFT H 
PH. 440 
WATSON HARDWARE 
129 E. 6th St. 
‘‘Everything for Sports” 
Phone 30 


8p*rtel Te Thr Knit-*. 
I 
EA ST PA LEST IN E., Apili 20 — 
East Palestine High school's track­ 
men got away to a flying start here 
j Wednesday 
taking 
seven 
of 
12 
! events in their first outdoor meet 
of the season against Louisville 


j High. 
The events and winners, in order 
1 of finish: 
HIGH H U R D LES (120-yard) — 
Fosnausht. ifunnton. 
East 
Pales- 
I tine; 
/(alaska. 
Louisville. 
Time. 
27.8 second*. 
DASH 
(100-yard) 
— 
Pilltnan. 
Louisville; Gray. Bycroft. Bast Pal- 
| estine. Time, 10.6 seconds. 
| 
M ILK — Hoback. 
latndsberger. 
East 
Palestine; 
Stoddard. Louis­ 
ville. Time, 5 minutes, I O seconds, 
j 
ONE-HALF 
M IL E 
R EI.A Y — 
Stelt. 
Voltz. 
Trethson. 
Tlllmore. 
Louisville. Time, I minute, 43 sec­ 
onds 
DASH (440-yard)—Dottier. Louis- 
Ville; Henry. East Palestine; Till- 
more. louisville. Time. 58 second*. 
LO W H U R D LES HIO yard) — 
Hunston. East Palestine; Zlaleska. 
louisville; 
Spooner. 
East 
Pales­ 
tine.. Time. 25 second*. 
SHOT P U T —Beatty, Maaterson. 
Louisville; 
Harkens. 
East 
Pales­ 
tine Distance. 37U feet. 
D ISC U S—Sander*. 
East 
Pales­ 
tine; 
Tlllmore. 
louisville; 
Has­ 
kins. East Palestine. Distance, 105 
feet. 4 2 3 inches. 
PO LE V A U LT —Really. Hill. E*»t 
Palestine; 
Contos, 
Louisville, ll 
feet. 
ONE-HALF M IL E RUN — I*nds- 
herger. 
East 
Palestine; 
Laxeer, 
Quilter, Louisville. Time 2.17 sec­ 
onds. 
DASH 
(220 yard) — Tillmom 
Louisville; 
Gray. 
Bycroft, 
East 
Palestine. Time 25 seconds. 
M IL E R E L A Y — Justfson. Sand- 
f cr*. Gray. Hosack East Palestine. 
Time, 3 minutes. 57 seconds. 
East Palestine’* 
next 
opponent 
will be Lisbon. They will meet at 
East Palestine Saturday at 2 p. rn. 


Dorsey 
.......... 
108 
189 
11S 
Bucher . . n , , „ ..... 
192 
156 
109 


300 
345 
227 
Mack • • .u • •**• • • • • • 
146 
140 
125 
Conn . .............. 
138 
174 
146 


* 
284 
314 
271 
Wilhelm ......... .M .. . 153 
117 
15!* 
Armsey 
...... 
• •wn 
132 
149 
136 


285 
266 
295 
P u c h ir............ 
144 
146 
142 
Schoolcraft ... 
132 
99 
147 


276 
245 
289 
Gris* 
. . . . . . . . 
• aw* • 
103 
116 
134 
Balk* ............. 
147 
166 
129 


250 
282 
263 
Arrowsmith 
. • • • • * 
129 
92 
156 
Tranter 
. . . . 
112 
165 
136 


241 
257 
292 
Doherty ....... 
• • • • 
119 
125 
124 
Owen ............ 
. . . . 
138 
106 
131 


257 
231 
255 
Darker 
................ 
* 
• 
111 
138 
125 
Bryere ............ 
. . . . 
125 
IOO 
108 


236 
238 
233 
a 
• 
• 
Singles 
Wilhelm ......... 
198 
136 
114 
44S 
Dorsey 
.......... 
142 
128 
152. 
422 
Conn .............. 
115 
144 
151 
416 
Gris* ............ 
148 
162 
99 
407 
Bryere ............ 
128 
120 
153 
401 
Dierker ........... 
146 
127 
120 
393 
Mack ............ 
118 
154 
118 
390 
Balk* ^............ 
111 
114 
151 
376 
Schoolcraft 
. 
173 
120 
116 
373 
Owen ............ 
137 
101 
133 
371 
Doherty ......... 
124 
112 
115 
351 
Arrowsmith .. 
lo t 
146 
IOO 
347 
Armsey ......... 
110 
IOO 
94 
334 
Puchir ............ 
110 
149 
82 
341 
Tranter ......... 
143 
124 
110 
377 
Bucher ........... 
143 
138 
116 
397 


Tribe Mentor 
Contends With 
Temperament 


Hemsley Only One Of Vitt’s 


Numerous Headaches 


LESS THAN 450 FANS 
SEE 3 MINOR GAMES 


Bv Th* AaMriatfd Pr*»«. 
I 
The American association clubs 
were hack in the 1939 baseball 
chase today, their undefeated ranks 
shaved to a single member despite 
inclement weather which has re­ 
stricted 
play 
since 
Thursday’s ( 
openers to exactly l l games. 
-Three games, the heaviest single i 
day's program since the inaiigur-j 
als. were played yesterday in drab: 
and 
near freezing 
weather that 
kept total attendance to leas than 
450 persons. 
Bt. 
Paul's 
defending 
league 
champions pounded Charley Wag j 
lier and two successors for 14 hits 
to account 
for 
Louisville's 
first 
loss in four starts. 9 to 3. and 
their own initial triumph of the 
year. 
Approximately IOO shivering fans 
at. Indianapolis saw the Tribe lose 
a ninth inning 6 to 5 decision to 
Minneapolis. Relief Pitcher Walter 
Tauseher won his own game with 
a sacrifice fly after Catcher Otto 
Denning had tripled. 
Columbus, 
established 
tho low 
attendance record of the season 
when only 39 spectators appeared 
to watch Kansas City take a 5 to 
3 victory, first of the season for 
the little World series champions. 
Rain prevented the Toledo-Mil- 
waukee game. 
Today’s schedule with probable 
pitchers: 
Milwaukee 
(Epperly) 
at 
To­ 
ledo. (Johnson). 
Kansas City (Piechota) at Co­ 
lumbus (Lanier). 
Minneapolis 
(Bean) 
at Indian­ 
apolis (Sharp). 
St. Paul (Lemanski) at Louis­ 
ville (Olson). 


By G A Y LE TALBO T 
Associated Pre** Sports Writer 
N E W YORK, April 20.—Its al­ 
ready evident as two black eyes 
that our old friend Oscar Vitt of 
the mercurial Cleveland Indians 
is the manager on the spot this 
year, the one most likely to end up 
on an exclusive aspirin diet in 
September. 
The Tribe pilot, on the second 
lap of a two-year contract, finds 
himself totally surrounded by tem­ 
perament, 
questionable 
pitcning 
arms, lightweight infielders and a 
front office that appears to co-oper­ 
ate with him heartily only on alter­ 
nate Tuesdays. 
What makes the situation at least 
doubly delicate for old “ Os” is the 
fact that his team consistently is 
touted too high. Judgment of the In­ 
dians as a whole seems to be blind­ 
ed at the sight of the several great 
stars in their lineup. 
The club's 
obvious deficiencies too often are 
minimized. 
lf Oscar gets all the breaks he 
deserves, he might by same miracle 
land the Indiana in third place In 
the American league. 
But he has 
a team that might easily drop clear 
out of the first division. 
It is the 
problem team of baseball. 
The Indians are starting oft (if it 
ever stops raining) with only one 
of their “ big three” ready for mound 
duty. 
That is the downy-cheeked 
Bob Feller. Mel Harder is out tem­ 
porarily, at least, with a sore spot 
litchis upper arm, and Johnny Al­ 
len won’t be ready before the first 
of May, if then. 
The remainder of 
Vltt's staff has looked decidedly 
second-string. 
Only Hal Trosky at first and Ken 
Kenner at 
third remain of last 
year’s infield. 
Skeeter Webb, a 
sliek little fielder of doubtful bat- 
ting' punch, has supplanted gloomy 
Lyn Lary at shortstop, and Jim 
Shilling, a rookie of only passable 
talent, is at second. 
It's a make­ 
shift combination at best. 
Earl Averill, whom the Indians 
tried to trade for everything ex­ 
cept 
a side of beef during the 
winter, 
is 
back in 
the outfield 
alongside volatile 
Ben 
Chapman 
from the Red Sox and Jeff Heath, 
last year * sensational young slug­ 
ger. 
There’* no doubt this trio 
can flatten the ball, but the hand­ 
ling of Averill and Chapman is not 
the happiest of Vitt’s prospects. 


RAINED-OUT BALL TILTS 
MEAN DOUBLEHEADERS 
APLENTY NEXT SUMMER 


Ed Barrow Claims Bad Weather Costs Champion Yanks 


$40,000— American Leaguers Play Only One Game 


Thus Far— Today’s Prospects Seem Brighter 


By JUDSON B A IL E Y 
Associated Press Sports W riter 
The silver lining slogan salesmen In all the major league cities 
might make a good thing of pointing out to furious fanB today that 
every fracas postponed now means a doubleheader some summer af­ 
ternoon. 
Fourteen of the first 19 games in baseball's centennial season were 
sabotaged by the weatherman and ■F 
■ 
---- — -------- — 
the fans really are the only per­ 
sons concerned who won t suffer 
as a result. 
It may be hard to convince the 
people of Chicago, for instance, 
that this is true. They haven’t seen 
even an exhibition game during 
this year of abundant April show­ 
ers. Yet they not only will get their 
bargain hills, but their Monty Strat­ 
ton benefit exhibition, too. 
On the othpr hand the clubs 
aren’t likely to recover all the 
money this week’* rain has cost 
them. Ed Barrow, president of the 
New York -Yankees, estimated “ the 
rain, so far, has cost us about $40.- 
OOO. Of course we'll play off the 
games in doubleheader#, but when 
you lose an opening day game or 
a Sunday game, you never get that 
money back.” 
The hall players don’t like double- 
headers—and even if they did. they 
are itching td get started Imme­ 
diately and afraid they will lose 
their edge if they don’t. 
While 
the 
Tuesday 
tussle 
in 
which Detroit nailed dowm Its open 


transplanted 
American 
leaguer* 
now flourishing in the National 
who broke up the game. Al Sim­ 
mons, obtained during the winter 
from 
the 
Washington 
Senators, 
singled Debs Garms home. 
There was some justification for 
hopes that the season would swing 
out today on a grand scale. Fore­ 
casts were generally fair for most 
sections. 
The lineup is the same as that 
which was left at the post reading 
weather reports yesterday. In the 
National league Cincinnati is at 
Chicago, New York at Brooklyn. St, 
Louis at Pittsburgh and Philadel­ 
phia at Boston; 
in the American 
Cleveland at St. Louis, Chicago at 
Detroit, Washington at Philadel­ 
phia and Boston at New York. 
Unless able to get going today, 
some of these teams faced a delay 
of more than a week In holding 
their first "at home” because all 
will change partners tomorrow and 
teams now at home will go on the 
road. 


HOW TH 
STAND 
American League 


W 
L. 
Pet. 
Detroit ....................... I 
o HHK) 
Cleveland ................... 0 
» 
POO 
New Y o rk ....................... 0 
0 
OOO 
Boston ...........................0 
0 
OOO 
Washington ................ 0 
0 
OOO 
St. L o u is .........................0 
0 
OOO 
Philadelphia .............. 0 
0 
OOO 
Chicago ..................... 0 
I 
OOO 
Y E S T E R D A Y S R E S U LT S 
AU games postponed, rain and 
cold weather. 
TODAY’S GAM ES 
Cleveland at St. Louis. 
Boston at New York. 
Chicago at Detroit. 
Washington at Philadelphia, f 
G AM ES FRID A Y 
Detroit at Cleveland. 
Philadelphia at Boston. 
St. Louis at Chicago. 
New York at Washington. 


National League 


er against the Chicago White Sox , 
.. 
T .. 
n 
remains the only game yet played In a c tiv e I HD e, B rO W n S 
In the American league, the Na­ 
tional has managed to squeeze in 
at least one game a day. 
The seniors probably would have 
missed 
yesterday, 
though, 
if 
it 
hadn t been Patriot’s day in Bos­ 
ton. Scheduled to celebrate the holi­ 
day with a morning and an after­ 
noon game, the Bees and the Phila­ 
delphia 
Phillies 
m a n a g e d 
to 
struggle through tho first of the 
pair to the satisfaction of 1.952 
spectators, smallest opening day 
crowd in Boston's history. 


Look Skyward For 3rd Day 
Br Th* Annodated l’r*nn. 
ST. LOUIS. April 20— Maybe ifs 
In the clouds that the Browns and 
Cleveland Indians shall not opeu 
their 1939 season in St. Louis. 
Ball players chafing from iuacth- 
ity looked skyward today for the 
third consecutive day, nourishing 
the hope that 
the curtain-raiser 
finally would come off. 
The pitchers originally assigned 
for mound duty remain unchanged. 
The solo was as homey as baked I Feller for Cleveland and Newsom 
bean* and brown bread to Boston­ 
ians because It lasted 12 Innings 
and favored the Bees, 7 to 6. 
In the end it was one of the 


for St. Louis. 
If 
the 
spring 
rains 
continue. 
Cleveland may open the campaign 
at home tomorrow against Detroit. 


J ok* l,o**o A Co., DI*.. I.TO Coart St. I'knor 647 or .Tit Steuben* Hie, O. 


A “Bachelors’ Steak” 
That has no peer 
Deliciously broiled 
With WEBBER’S Beer 


Bachelors1 Steak 


1 thick porterhouse ate** 
Vinegar 
Olive Oil 


-9 
Salt 
Pepper 
4 tablespoons butter 
1 pound mushrooms 
> 
2 cups W E B B E R 'S Beer 


Rub steak with oil and vinegar, season on both sides and let 
stand in refrigerator. For a 2-lnch steal* broil 6 to 12 min. on 
each side in pre heated broiler (475 degrees I. A few- minutes 
before the steak is done, fry sliced mushrooms in batter, 
season with salt and pepper, add flour, then steak juice from 
broiler pan and W E B B E R 'S Beer, Stir well while cooking, 
let come to a boil, pour over steak and serve. 


AT CLUB, TAVERN. DINING ROOM OR NEIGHBORHOOD DEALER 


W. 
L. 
Pct. 
New York .. 
0 
1000 
St. Louis 
. 
....................... I 
0 
1000 
Boston....... 
0 
10O0 
Pittsburgh . 
........................ I 
I 
500 
Chicago 
.......................... 0 
0 
OOO 
Philadelphia ............... 0 
I 
OOO 
Cincinnati . 
• ..................... o 
I 
OOO 
Brooklyn ... .......................... 0 
I 
OOO 
Y E S T E R D A Y ’S R E S U L T S 
Boston 7, Philadelphia 6 (twelve 
innings). 
Second game postponed, rain. 
Other games postponed, rain and 
cold weather. 
TODAY’S GAM ES 
New York at Brooklyn, 
Cincinnati at Chicago. 
St. Louis at Pittsburgh. 
Philadelphia at Boston. 
GAM ES FRID A Y 
Boston at New York. 
Brooklyn at Philadelphia. 
Chicago at St. Louis. 
Only games scheduled. 


American Association 
W . 
L. 
Pct. 
Toledo .. .«*. ................ 2 
0 
1000 
Louisville .. 
I 
760 
Indianapolis 
.............. 2 
I 
667 
Minneapolis 
O 
I 
667 
St. P a u l___ . . . . . . .MS. . I 
I 
500 
Kansas City .............. I 
2 
333 
Columbus .. 
•> 
OOO 
Milwaukee , 
3 
OOO 
Y E S T E R D A Y S R ESU LT S 
Kansas City 5. Columbus 3. 
Minneapolis 6. Indianapolis 5. 
St. Paul 9. Louisville 3. 
Milwaukee at Toledo, postponed, 
rain. 
TODAY’S GAM ES 
Milwaukee at Toledo. 
Kansas City at Columbus. 
St. Paul at Louisville. 
Minneapolis at Indianapolis. 
PACIFIC COAST LEA G U E 
Los \ngeles 5. San Diego 3. 
SOUTHERN ASSOCIATION 
Atlanta 9. Knoxville 4. 
Other 
games 
postponed, 
cold 
weather. 


Mobilgas 


Is a balanced high octane gaso­ 
line. It atomizes fast and is clean­ 
ed 6 times which frees it from 
impurities. Your delicately ad­ 
justed engine is safe from dan­ 
gerous gum which allows your 
car to run sweet and smooth. 


Mobiloil 


Is an oil that protects the engine 
of your car against wear, gum, 
sludge, oildrag and carbon. 


Mobilubrication 


Is the standard of all lubrication 
services. 


Have Your Car Summer Proofed At 
DAWSON 
OIL COMPANY 


600 Broadway 
1167 Penn. Ave., E. End 
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I— Lodge 
.Nu t Ice* 
•— lu Nrniuriani. 
f 
>™(rn rd or Thu uk«. 
♦—-Mouuiii.ni*— I tm tltf f j Lulu. 
A—Ape ii ul Notice*. 
<1— I.oui HOU 
K u u n d 
V— W h ere To bu. 


tjUKUIV MKN I 
8— Wa le 
H elp 
H a u le d . 
• —-F em ale Help Hunted- 
l l — Salespeople. Adenia 
15—S itu a tio n 
H a u le d 
14—Busine** o p p o rtu n ity . 


IN STK I l l IONS 
lh - Miscellaneous. 
16— Mob lea I— Dancing. 
KLS1NL.SS at.ll VICL 
17— Inaurunoe. 
15— P ro fessio n al 
Sera lea. 
IS— Beaut* abupa 
lit—A— B arber Shop* 
'«<t^—i,eneral 
aer* let. 
21— Shoe 
iiepair. 
-•3—I leunlok— Pressing. 
X*— A— M ashing and lau n d erin g. 
V3 - Ka In I Inn— l*a perbanglng. 
24— Hume 
Modernisation. 
2«k—P lum bing. Him.Un*. Heating. 
'34^—B an d in g Supplies. 
27— M m lng, storing. Lipreading. 
TS—Coal-Cohe-Kuel 
Varda. 
•4—L oral c o a l— I oat Haulers. 


KLMCHANUISL 
<W$— M iscellan eo u s fu r Sale- 
•ll— S nap. 
SS— H e a r in g A pparel. 
SS— H o u se h o ld Good*. 
34— S pee la la a t Hie M o tt 
•ill— Ma dloa— S ervice. 
3d— Mualeai 
Inatriinienta. 
37— Hualneaa— OI flee L gulpaient. 
38— W anted To liny. 
3 » —G ood 
I hint;* 
lo L i t. 
SS—P in Ola— seed*. *_____________ 


LIVLS I OCK 
41— L ivestock lu r sale. 
41— V— I arm 
supplies. 
43— Teed— Supplies. 
VS— 11 ok a. ta la , 
Birds. 
44— P o u l t r y - supplies. 
4&—W auled Livestock. 


HL BLH' A LCTION 
44—nubile Auction. 


BOOMS ANH BOAUH 
47— Sleeping Houma. 
4s— Hoorn and Hoard 
411— Housekeeping Houma 


KHAL ESTATE— BENI 
SO— ll ouses. 
M — A pa rl men ta. 
52— t o lla g e s an d K esu rts. 
63— Offices 
64— l l u a l n e s s P r o p e r t y . 
55— 1 arm Properly. 
Od—Garages. 
67— H o n ied To Kent. 


CITY MOTORS 


Ford. M e rc u ry a n d L incoln d e a le r 
h a s o p e n in g for 2 e x p e rie n c e d a u ­ 
to m o b ile sa le sm e n . 
T h is 1s a per- 
naanent position, and h as u n lim ite d 
p ossibilities. 
F o r "fu rth er d etails, 
S e e — 


ALFRED TURK 
210 MARKET 


F ISH IN G 
boat*, 
ru n a b o u t* —direct 
■ from builder. Built to order. A. U. 
Kibe ii. 
3 9 S £ . N o rth Ave., E ast 
P a l a t i n e . 
P ro te ct your roof ag ain st 
a leak 
w ith o u r g u aran teed roofing. 
LISBON LUM BER CO 
Lisbon, O. 
We Deliver. 
Phone 202 
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W e a rin g A p parel 


MEAL ESTA I I 
Bks City P roperty. 
68— Business 
Property. 
git— *u bur ban P roperty, 
61—o u t u t Town P m petty 
63—1 ullages A Mesons. 
AS— (tarter A Exchange. 
64— Lota. 
H5— f arm s and Tracts. 
06— W anted Heal E staia. 


IGM SALE 


12 
Situatione Wanted 
C A R P E N T E R 
and 
abinet 
m ak er 
w an ts new or rep air work. Any* 
thing of wood. W ork guar. 2127-M. 


INSTRUCTIONS 
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LEARN 
M iecellaneoue 


TU 
F L Y — with 
licensed 
Low 
rates. 
See 
VERNON 
NZER— foot of Broadway. 


C H IL D RE N 'S sprin g coats, slightly 
soiled, l l OO, 12.00 and #3.DO; w o ­ 
m en's 
s p rin g 
co ats 
and 
sulfa, 
• lig h tly soiled. 12.00, 13 OO and 15. 
E ®— *** M ark et opposite 
Bell Telephone B ld g ________ 
W e buy and sell m en's used clothes 
CONSOLIDATED CLEANING CO. 
5th and Broadway. 
P hone 9077 


33 
Household Goods 
KOOLE RA TOR 
R e frig era to r, 
lik e 
new, 125.00. A real bargain. 
P R IC E ELE CTR IC CO. 
LL? ? u _ l t h St. 
Phone 
t i l 
ONE 
DAYBED FOR SALE. GOOD 
, 
FKICE 14.00. PHONE 


Looking For 
A Tenant? 


N F. W 
tuii 
oui 
ft! 
F te w a rt-V ’a rn e r 
t . 
rato r, ll29.50. 
W E L L SVILLE R A D lu CO 
PH 123 
I RE POK 


FINANCIAL 
67— Investm ents. 
g k - M o n ty To Loan. 
68— Money Wanted. 


BUSINESS SERVICE 


17 
In su ra n c e 


t o WNA I Lv n '(? 
Sa k e ' wlfiff--------- 


A LTO MOBI LEN 
78—Automobiles For tale. 
71—’Trucks. 
73— Accessories. 
Th— Hepal rin g— Service- 
74—A uto Wrecking. 
76—T racto rs— I outs. 
76— W anted Aulomohllea. 


" F BSKr» D ELU X E MODEL 
S W E E P E R VAT 
D. M 
OGILVIE CO 
A HOTPOINT electric ra n g e of to* 
day will Improve y o u r cooking. It 
is 30 % faster and m ore efficient. 
Only 13 22 per m onth. 115 tr a d e ­ 
- i n allowance. The o h io P o w er Co. 
GASOLINE RANGE — Buffet top. 
like new, will sell v ery cheap an d 
on easy terms. 
________"M ITH 4 
P H ILL IPS 
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Professional Service 


ANNOUNCEMENTS 


L odge Notice 
''’b arter Open—Join Sow 
F R A TER N A L O RD ER GF EAGLES 
No. 772 
343 Main SC Wellsville, O 


UR. STANFORD FOOT SPECIALIST 
T h u rsd ay s if a. rn., to 6 p. rn. 
lo v e r Holloway's. 
B roadw ay a t 5th 


19 
Beauty Shops 


E lectric 
"to**, 
perfect 
condition. 
i i * ?Mr , , , £* f0r *-5 fo r <lu ,ck *ale. 
mIU \ ine ht, 


3 
C ard of T h a n k s 
WE wish to express our app retia- 
tlon for the m any acts of kindness 
a t>d expressions of sy m path y and 
condolence extended bv o u r friends 
and neighbors during th s recent 
illnee* and death of our beloved 
wife and mother, Emma Standley. 
Special th a n k s to Rev. W esley Mil­ 
ler and aingers. those who dp* 
nated cars and sent floral o ffer­ 
ings. 
HUSBAND AND C H ILD REN 


•‘TTH CH UP” for g rey hair too few 
for serious tinting, not a dye. all 
charles. «0c. 
H IN ES BEAUTY SALON 
( F l o r a -Mae) 
I U 
" 
&th S r.____________Phone 90 
Genuine E ugene W aves il'.oo" 
m a y m e H o w a r d 
b e a u t y 
»>»i> Lincoln A vc. 
Ph 743-R 


Resnick Furniture Co. 
ILI M arket St. 
P h„ n,. fl33 


BETTY BEAUTY S H O PPE 
Machinelesa W aves 15.OU, 16.50 4 110 
203 Little B ld g.________ 
Phone 035 
Hilling 6 M inute W ave 
w e l l s b e a u t y s h o p 
j_1 « 'r E. 6th St. 
Phone 343 
K E L L E R 'S BEAUTY SALON 
1206 St. Clair Ave. 
F or Appointm ent. 
P hone 839 
Croquignole 
W ave 
ll.So 
and 
Up. 
Y EL-V ER A BEAUTY SHOP 
4o* Wash. St. o v e r Review. Ph. 982-R 
We 
wi«h 
to 
thank 
all 
our 
kind 
friend* 
neighbors and pall b e a r­ 
ers. 
The 
D aughters of 
A m erica, 
___ 
and especially Rev. Chapman for [Sham 
their kindness and expression o f ' 
sy m p a th y 
and 
their 
beautiful 
floral offerings* at the loss of our 
dear 
beloved 
m other, 
Grace 
V. 
Miller Caln. 
MARY ROUDEBUSH 
___________ 
GEORGE MILLER 


P erm an en t W aves ................ $2.50 up 
ANN DUNN BEAUTY SHOP 
418 W ashington St. 
Phone 982-J 


4 
M onum ent*— C em etery Lot* 


‘‘For Those We 
Loved and 
Remember” 
Memorial* and Vases should 
be selected now w&u* our 
stock la com plete (or 
Decoration Day 
Open 8:30 A. M.—5:30 p. M. 
Evenings 
by 
appointm ent. 
GRAHAM & WAGNER 
Cor W ashington A 3rd. 
Pa. 988 


_Speciel Notice* 


It. 


rnpoo ami F in g erw av e 25. A 75c 
PRISCILLA 
BEAUTY SHOP 
rn ( l l Little Bldg. 
Phone 486 
Aluchm. l,-<.v |r,.un Knaves Now $2.50 
FRIEN D LY BEAUTY SHOP 
541 Alulbrrr* St., E. E. 
Piton* 54S 
CroyuigTuiTHj 


s a n ita ry cot, rug Mild pad, m antle 
clock, bath stove, sectional book­ 
case and other Item* 
Ph. 1724-J 
k’**d 2 Piecf Living Room Suite- 
*• ,.K L ? r> 
FU R N IT U R E 
K. 4th St. (Next Y A! C A I Phone 305 
OIL 
HANGE— L atest type entirely 
enclosed insulated oven and etc. 
will sell very cheap an d cli easy 
terms. 
SMITH A 
PH I LL! PS 
lo c 
a <lav 
P u tt a new Silver Jub ilee K elvina- 
tor 
E lectric 
R e frig era to r 
in 
your 
kitchen on the M ETER-ATOR PLAN 
No down paym ent necessary. Come 
In 
today 
and 
see 
how 
easy 
the 
m e te r-a to r plan works. 
PRICE ELECTRIC CO. 
418.E. 5th St. 
Phone 491 


T h o Q uickest w ay o f en d in g j o u r 


s e a r c h la to p u t a w a n t a d on 


t h e trail. 
T h e s h o r ta g e of d » 


• ir a b le living q u a r t e r s 
m e a n s 


n o th in g to you lf i o u a r e not 


u sin g th e rig h t m e th o d of r e a c h ­ 


in g p ro ep ectlv e te n a n t* . 
W hy 


n o t p h o n e j o u r a d lo tod ay no 


r o o c a n r e n t to m o rro w ? 
» 


PHONE 45-SAY AD TAKER 


Review Want Ads Pay 


MERCHANDISE 
*8 
_ Wanted To Buy 
“ 
TU B U T — Boy's full at,ed 


. 
Phone 3693*11 


39* 
Good T h in g s To E at 
~ 
HOA1E 
dressed 
poultry 
delivered 
an y w h e re la E ast Liverpool. Law- 
ranee Reed. Ph. 436 4-It-1. 


Plants— Seeds 
CONCORD grape vines, >3 per hun- 


28?5 r.A - *M- H ,ll>*rrt' Ph. Cheeter 


49 
ROOMS ANO BOARD 


Housekeeping Rooms 


” .:°tT*o.f , , r i 9 K a apartm en t! rin k 
ira n 
ill!’ hot w ater, pri* ate . 11- 
(re 1 ii • . Phone llTu. 


' 
Ij?o,n *o r Hght house- 
keeping 
Mil 
convenience*, 
hot 
x J 'V .i hZ A t\ Frigtdalre. 
im p ouu 
W. 9th St. Phone 1362-J 


E v er bloom ing rose b u s h e i r i l a r d y 
wr 
"lock. 25c and 50c each. 
_W. T. G ram c ,. iou E. 6th St. 


LOUNGE 
CHAIR 
High 
gist!* 
i f - 
m ost 
new 
in 
perfect 
condition 
will sell very cheap and on easy 
terms- 
SMITH a 
PH IL L IP S 


Vt a vc ....$ 2 .0 0 and up 
m r s . w 
l Mo o r e 
Edward?- A ir. 
Phone 454 
b u .iit UU W aves $ 1.50 to *5.50 
M E Y E R S BEAUTY SHOP 
w. «Uh (Next City Hall! 69I.J 


19 A 
Barber Shops 
CUN N IN G11A M ’ S 
B arber 
Shop. 
704 
V1* '1'. Ave. Tw o Barbers. Open 


SEAMLESS, 
porcelain! 
lined. 
SO 
pound capacity Gibson re frig e ra ­ 
tor, 
cork 
insulation. 
Ph. 
Wen* 
_ 433-J._______ 
BJG rale of all kind* of used furnl- 
ture. 
lowest 
cash 
prices. 
J. 
L 
SMITH FU RN IT U RE STORE. 323 
E. 2nd St. Phone 9122, 
3 room s of good slighriy used fur- 
niture alm ost new will sell very- 
cheap and on easy paym ents. 
_______ SMITH « 
PH ILL IPS 


STR A W B E R R Y PLANT** 
H ardy p lants: all v arieties $4 th o u ­ 
sand. G unter* P lan t F arm . Elkton, 
Colum biana Rd . R L I . Ll ebon. 


LIVESTOCK 


L iv estock fo r Sale" 


£ 
fu rn ished a p artm en t, pri- 
.** 
V * *l*cl rlc refrig erato r, hot 
-Mat<r htl*L laundry. 423 W. 9th St. 
f®®* 
furnlahed 
ap artm en t, 
For 
F , . P,anar 
or 
,,* ht 
housekeeping 
F t igidaire, next 
to bath. use of 
Photie. adults. Phone 2386-VV. 


6 room house, laundry, furnace, en- 
cloeed yard. in good condition e t 
948 Am brose Ave. Call 773. I 
S room hom e and I acre of ground. 
H lllcreat, Wellsville, Ohio. P hone 
Wells. 598-R. 
I 
OHIO 
AVE.— 6 
room* 
and 
b e th 
$180 down. balance like rent. 
GLOBE ST.— 4 room c o tta g e w ith 
bath. $230 down, balance like ren t 
YOUNG'S R E A L E STA TE CO. 
Phone 593 or 


The largest selection of 
late model cars to select 
A-------- 


*>*..* 
ADAM a CRAIG 
, nJl £ Ak J Ei F A TE 4 INSURANCE 
IQS E. 6th St._________ 
Phone 525-J 
IF you a r a g o lug to buy a hom e be 
aura an d nae o ur Hat. 
F IR S T F E D E R A L SAVINGS 
A LOAN ASSN. 
1031 Penna. Ave. 
Phone 204 
Or Your Reel E sta te A gent 
Seven room home, first class cond!- 
tion 
inside 
nnd 
out. 
21* 
Aer** 
som e 
fru it 
trees. 
F irst 
Street 
C h e a t e r . . ........................... $1800.00 
HANCOCK COUNTY 
F E D E R A L SAVINGS A LOAN 
Chester. W. Va. 
P hone 2$S7 
T H IR D .ST. 
w .— Will u t e r i n e * 'fo r 
quick sale. 8 room com pletely mod 
«rn 
brick, 
alco 
6 
room 
fram e. 
Phone 1013 o r 767 Dresden Ave. 
3 room house, glassed in porch. Price 
$900.00. 
In q uire C larence 
Elliott, 
M ontane a v e . Chester. W. Va. 
2 atory double brick house, 12 room!*, 
g arag e. R e n ts for $36 a month. 
C o rner Ja c k so n and 2nd Sts. Sale 
price $2,ion. H a rry Brokaw, Admr., 
Brookes Bldg 
Ph. 
inSI. 


REAL ESTATE— RENT- 


House* 


41 


IS 
head 
acclim ated 
d r a ft 
horses: 
m ares, m ated team s: single horses 
These horses h a \e h«en on feed 
40 days and ar. 
ready for work 
VANCE SW ICKARD 
" ' a t e * Route I 
IO Miles W est of Toronto 


41-A 


all day T h u rsd ay 


General Service 
20 
Phone 
3lr 
and 
have o u r h eatin g 
expert 
relieve 
you 
of 
y o u r 
f u r ­ 
nace troubles. 
F R E E 
FURNA CE 
INSPECTION 
BOYDS 
530 W alnut St. 
Phone 373 


W hite R otary sew in g machine-, late 
model, 
r e p a i r work on all ma* 
chines. Guaranteed. Ph. 694-J. 
One GA I.NAL* AY 
used w asher," A-l 
condition. 
$l«5o. 
P R IC E ELECTRIC CD. 
413 E. 5th St 
Phone 491 


UPHOLSTERING 
m u r p h y 
Ption 
A. R 
*24 Green Lam 
Nu Bone Corsets 
3667-R Morning* 
UPHOLSTERING- 
eram ic L p h o ln e rin e Co. 
Hn Si: 
G R E L L A CORSETS ' 


R. K. 
PARTS 


WATCH REPA IR IN G 
Any Make— Low Prices 
RRE^COTT. 
139 w . 6th St. 
SE R V IC E — For 
AND 
SE R V IC E — F o r 
all 
m akes 
of 
R e frig era to rs, 
Radios, 
Sweepers and W ashers. 
HANDY RADIO SER VIC ES 
117 VV. «th St. 
Phone 931 


22-A— W a s h in g a n d L au n d e rin g 
^ ANTED—C u rta in s to stretch, f! 
per 
pair 
W ork 
g u aran teed . 
324 
E. 9th. Ph. 2L55-R 


D RESSER S frotn $5 to $15: china 
closets from $5 to $12: w ardrobes 
from 
$7.5't 
to 
$t5; 
upholstered 
rockers 
from 
$1.50 
to 
$8; 
coal 
h eaters from SS to $15 
NATIONAL F U R N IT U R E CO 
31< E. 3rd St. 
Phone 2243 
2 piece m ohair living room suite In 
excellent condition. Cheap on eaav 
terms. 
________ MONINGER BROS. 
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Specials et th* Store 


lbs 
Phone 2019-R 
PIANO TUNING 
e a r l 
m a x w e t , t 
SPECIAL DUREN 


DEVON, 
4 ° e 


P H 13 6S 
PKI Lr—on Slip 
MARY 


23 
P a in tin g— P a p e rh a n g in g 


VY. W 


St. Phone 863. 
J 
Where To Go 
AL;s ■ R H VTH A fT dA K Fris 
land, Pa 
f Mid- 
-A turdiv ninht at RAY 
PR IT C H A R D S 
SERVICE 
"RA­ 
TION. 2 rn lea north of town on 
Ut. 3u. Be-r. Al* 
L.unch 
Dance 
Nightly — 
Best 
Beer aud 
Lunches. 
Fun 
for 
everybody. 
.MANHATTAN CAFI, 300 E 2nd St. 
Come In and try oui Delicious Sand­ 
wiches and Cold Drinks. 
NATIONAL LUNCH. 123 E. 6th St. 
your 
friend* 


P A P E R HANGING 
YORK. 
ROUTE 30 AND 7 
_________ PHONE 1434-J-1.__________ 
E X P E R T house and in terior painT- 
•n*. paper h an g in g Ph. 3697-R for 
estim ates, e . C. Rockenhauser. 


24 
Home Modernization 


w a n t e d 
kind 
let Vv 
arp e n te r 
w ork 
any* 
Inquire 
J. 
c . 
Henry, 
510 
. E ast End. 


Meet 
s p r i n g s p a r k T V * 
pM1nI e r T L 
D a n cin g. K'oHer S k a t l n / " ! * * ® * 1'- 


em plo y m en t 


Building S upp lies 
A T ER PROO F 
block*, 
m emorials. 
Ph 
exa »EI5*R S AD b L o c K c o 
_ 
5*»- R. G. R 
Barlow. Ph. 2643-K 


28 Coal. C oke— Fuel Y ard s 


8 ____M al* Help Wanted 
M A N VV A NTE D— y7/v 


im 4 
M’Jst 
i*ar*-»iv 
willing to work hard 
M u i 1*’"1 
■•■■ag-. 
Box 
B-2 
liiifi™. 
VV ANTED m en w ith team t— — ",----- 
potatoes and 
e * rd l« 
° t ut ln 
Phone Irondale ait!.i"i 
n 
*h a r«* 


V r h . hn‘JI ‘t ' P T l ; 
_^»lep ho ne num ber. 
K>ving 


J 
* H • I p w a n t e d : 
'V AA i ED— Girl ----- 


C 
O 
A 
L 
Pittssbur^li, W. Va. Splint and 
Smokeless Coals 
ENTERPRISE CO A I. CO. 
625 W aln u t St. 
P hone 93 


EVINRUDE and Rito O utboard Mo­ 
tors. Use our easy lay aw ay plan. 
See them today. $29.50 up. 
WA TSI >\ HA R D W AR E CO. 
DIAMOND 
E n g a g e m e n t and 
W ed­ 
ding Ring* 
Solid gold. $6.95 up 
R. F 
PRESCOTT. 
139 W. 6th St 
NEW 
1939 
Mi nil-1* 
Phllco 
Con- 
serv ad or 
Electric 
R e frig era to rs 
now 
on 
display, 5 
cu. 
it. aile. 
$1 64.95. 
M O O R E • 9 


Farm Supplies 
L I M E 
Hon. *t W e ig ht 
P hone 971 
HARNE.*.* $;>U to $90; colLra7“ haTt~ 
«,r»- 
all kind* of a t r e f work. 
Q. L Frederick. 627 Green Lane. 


SO____________ 
6 room houae, Boyce At., feast End. 
Im m ediate possession. Call 868 or 
2456-J a t t e r 8 p. rn. 
7 
room 
house 
In 
fciaat 
End. 
All 
m odern iniprovetnenta, larg e d o te d 
I 
h 
Phone I 377-J-1. 
• room m odern b ungalow w ith b ath 
on o h io Ave. Rent reasonable. Ph. 
-It a f f t 4 p r n _______ 
It AV ST - * rooms, aaa, electric and 
Mater. 420 per m onth. 
_____ _ _ _ _ 
Phone I4t» 


FOR SALE 


Seven room bungalow , modern, 
g a ra g e an d one acre of land. 
Thla will m ak e you a real home. 
Located on R o u te No. 287 G len­ 
moor 
................................ 
$6.000.U0 


Five 
room 
bungalow , 
modern, 
g a r e r * 
an d 
lot 
80x100—Chea­ 
te r A v a ..............................$5,800.00 


Five room dew lllng. lot 80x100. 
M ichigan A v e n u e 
83.SUO.OO 


Six room dw elling w ith g ereg e, 
in 
flret 
claes 
repair. 
B rad­ 
sh a w 
Ave. 
$450.00 
cash, 
b al­ 
ance 
m o m m y 
paym ente 
of 
$32.03. 


Five room dw elling. St. George 
street. 
$260.00 
cash, 
balance 
m o n th ly p ay m en ts of 618.61. 


Five room dwelling, W. E ig h th 
Bt. $200 on caeh, balance m om li­ 
ly pay m en ts of $14.23. 


We have o th e r properties lief­ 
est In all parte of the City in 
a price r e n t * from $700 to $10.- 
OOO.uO. 


GED. H. OW EN A CO 


Insu rance end Reel E state Agent*. 
F latiro n building. $14 W ashing ton 
Street. P ho n e 49. 


Your IO 
Leaders 


In This Week’s 
Hit Parade 


( r o m . 


NO. I 
" D E E P P U R P L E ” 
Is etui at the top of the heap and 
ao 
a re 
T u r k ’s 
used 
car 
offers. 
H ere's an exam ple why. 1937 Buick 
Model 
41 
Sedan 
w ith 
radio 
and 
heater. 


NO. 2 
"H E A V E N CAN W A IT ' 
But 
used 
c a r value such as this 
w on’t. 
B e tter 
stop 
In 
today 
and 
drive thta 1936 Dodge Coupe, green 
finish, very low mileage. 


NO. 3 
" P E N N Y S E R E N A D E ” 
la the th em e song of thla little dan 
dv 
and 
you'll 
realise 
Jus* 
wha* 
econom y 
m eana 
a f te r 
you 
have 
owned euch a car 1936 Buick Model 
41 Beden, black finish. 


NO . 4 
" H O L D T I G H T ” 
W hen you "step" on th is car a p er­ 
fectly p erfo rm in g motor, but lf you 
went a real buy don't “hold tig h t” 
to y our m oney too long, 
because 
this one w on't last. 1986 P lym outh 
4 door D eluxe Sedan, blue finish. 


NO. 8 
"I G E T A LO N G W IT H O U T 
YOU V E R Y W E L L ' 
Will ch ange to "I Need You." after 
you have aeen and driven thla 1936 
Chevrolet 
M aster 
Deluxe 
4 
Door 
T o u rin g Sedan. 


Open Evenings 


TROTTER 
CHEVROLET CO. 


1 
G raham S u p erch arg er Deluxe 


£ ! » ; - • 
, u ‘ " w 
<l' uv" ” 
WATSON MOTOR CO 
"Grit ham D ealer" 
212 VV. fill, St 


rw m m odern home. garag e, fur'. 
.** 8 49 St. G eorge SU Call 


42 
F eed — S upplies 
Hog F eed..................$1.90 
J OHN K SMITH 
P H O N E 1413-2-1 


<3 
Doge, C a tZ Birds" 
R KG I ST E R E ~ F E M ALE 
. „ POINTER 
PHONE I 407-J-1 


hall 
haih "P J?* # t * 
l* r «* 
room*. 


I ro..ms, 
ga*, electric, 
w a te r and 
'n* J. loil-t. $26 F a irv ie w St., $14 
_ ger m onth p h o ne 106** 
La*t 
End, 
1*01 
room*, 
ha til. 
- 6 
per 


P o u ltry — S upp lies 
McNicol Poultry Farm 


35 
Radio*— S ervice 
USED Console Spartan Radio. Rpe- 
cial price. $14.00. 
TROTTER J1ARDWARE 


36 
M usical I n s tr u m e n ts 
FREE 
COME 
in 
and 
get 
y ou r 
free, 
8 
Gibson g u ita r picks and leather 
case. no obligation. 
HALL’S MUSIC STORE 
PIAN’6 tu n in g and 
rep airin g .” fcee 
Guy H. M ackey a t S m ith 6 Phll- 
Upa. Ph. 1215 or residence 1959-J. 
U pright piano, very beautifu l tone. 
Good condition. 
Phone 2159-J. 


g o o d '‘wage***W n,L 
42 City. 
w rite p. 
0 . 
work. 
Box 2 
rf RL or woman to 
ofbuI- 
5 *<*ult« 
Good y 
A * 
Ri 
ere 


g -n e ia l houee- 
home. Slav 
" rite 
Box 


-9 Local C oal— Coal H a u le rs 


"i6c^’ 
_*6c. 
egg 
Loa I. 
14c! 
lump. 
16c. 
*3c: 
aieo, 
P ittsb u rg h 
del Rh Walla 476 
PARSONS COAL 
.. 
R**t Prices. Phone 55S 
MERCHANDISE 


-Vi* 
County 
repre­ 
sentative to sell our cast alum inum 
a n d b ro m e grav e m arkers. $5.00 
up 
Good 
profit, 
bonus. 
W rite 
F irestone Foundry, Dept. O, Aeh- 
land. O. 


Buy w hat you want or sell what 
you don't 
want w ith W ant 
Ads. 
V tti^ ue* alw ays h ave a m ark et in 
Uke W ant Ad colum ns. 


3u 
M iscellaneou s fo r Sale__ 
FUR &ALE— 3 iPool Tables, excellent 
condition. 
Academy Billiard. 
5th 
St. Phone 9088. 
^UNF. BOY'S BICYCLE 
INQUIRE AT 12P* 
R IV E R V IE W S T R E E T 
K U C H L E R LIGHT PLANT— All the 
Itght you w an t at low cost. Sell 
6 asonable 
P hone 1314-R-l 
L IM B E R —One piece or s carload. 
also roofing, siding w allboard and 
insulation and com plete m illw ork. 
K E R R LUMBER 
Phone 800 
Low 


37 Businesa-Office Equipment 
(Dairy and confectionery equipm ent 
including 
soda 
fountain, 
m eat 
case. 
slicer, 
chair* 
and 
tabic* 
m o d e r n i s e 
counter, 
stool* 
ami 
etc. No reasonable o ffer refused 
Inquire 504 Carolina Ave., Cheater 
„ tT O R K FIX TU R ES KOR HALE 
Tables, chair*, show cases, garm en t 
racks, 
d isplay fixture*, 
cash r e g ­ 
ister. electric fans, carp et etc. 
GARDNER'S 
Oppoaite Bell Telephone Bulldm i 


ST A R T E D ''H IC K S 
V 
Leg 


______________________ PH. 788-Ii 
brooders! ga* or coal. 
1,000 c.*J 
paclty^ Also, feeder* 
A-l 
condi- 


2224-R 
" 
W ,l,,a 0 l *,o n - Ph 


oOO New HampKhlrea: 5J»o W hite 
Rock*: 400 fo ur week Vjld L e g ­ 
horn pullets. 
STATE ROUTE 267 


Penn 
Ave, 
_ 
^ 
- 
furnace. 
$20 
month. C a ll 9f»i.i 
LA CROFT— a 
Per month. 


■DGE WOOD AVE.— 6 
room*, 
ba tic 
• n a rurn*c«. AII cohV4*nIefii:tf«. 
\p+r m onth. Photic HO. 
J 
) 
B u “WlJTw! five roorna. 
bath, 
furnace, 
garage. 
Inquire 
next door at f i n Ohio ave. 


r “ rn felted 
modern 
3 larg e 
room s 
hall, 
pantry, 
bath. 
laundry, 
tat 
,;« f r r«ncea 
required. 
Ph. 
dludKX. 


Five room o n e-sto ry dwelling, large 
lot, n e a r school. W yoming Place. 
*'• H .................................. Price #3,200 
r u e room dwelling, two car e a r - 
•»sre. 
S u g a r 
St. 
n ear 
E. 
Fifth 
„ «1.............................................Pries #2.000 
hi* 
m o m d w elling bath and f u r ­ 
nace, We*! Third St. Price $S,0o0. 
L ight 
room s 
an d 
sto re 
room, 
W ash ing to n 
street. 
near 
E ast 
T hird c t ......................... 
Price #3.000 
^ c 
w 
H E N D ER SH O T 
617 Broad wav. 
Phone 1870 


69 


NO. « 
" L I T T L E S IR E C H O " 
la tru ly a beautifu l song, and lf 
you 
appreciate 
b eautiful 
thing* 
don't 
fall 
to 
ae* 
this 
car 
ll$7 
Plym outh 
4 
Door T ou rin g 
Sedan, 
h i . . . 
* 


P ho ne 157 
You Can Do 
Better Here 
1937 F ord Deluxe Kordor T o u r­ 
ing Sedan, green finish, m o h air 
upholatcrlng. 
m otor 
recondi­ 
tio n 'd . A genu in e R A O car. 
1935 
F ord 
T u d o r 
w ith 
trunk. 
Jilue 
finish, 
cloth 
upholstery. 
T»own p aym en t $85. 
1934 F o rd Tudor, black flntah. 
a serviceable used c a r a t low 
cost. Down pay m en t $65. 
1935 F o rd P icku p 
1937 F o rd P icku p 
TEMPLE MOTOR CO. 
ar. vv'. Va. 
Phone l i l t 


USED CARg------------- 
1986 F ord Deluxe Coach 
etax 
WA 
s-dan./j:::: JfSf 
1934 Ford C o u p e .................. 
,M JJT? 
1933 C hevrolet S e d a n 
.,’ *** |1 $ 0 
I . . . f^ ND s e v e r a l o t h e r s 
- * I Com m erce st.. VVella. Ph. 691. W 


Cuaineaa Property 
FUR 
s x i ™ 
Kta*i>nable 
Sm all 
lunch 
at and. 


P hone W ellsville 489-M 
I OR SAL&^-Old 
eatabfiahed groc 
ary, excellent location. Doing good 
business, W rite Box R-7 Review 


NO 7 
" T H E M A HQ U E R A D E IS 
O V E R ” 
W hen o ur care leave th e recondi­ 
tioning shop 
for th ey are put In 
tip -top condition. 
H ere a a 
dandy. 
1938 
D esoto 4 Door Touring, 
has 
overdrive, radio and heater. 


NO. 9 
"O U R L O V E ” 
You will m ore than love the per­ 
form ance 
of 
r hi- 
m 
7 
p l m outh 
Sedan with blue finish 
Tho. Week 
only $165. 


PLYMOUTH 


4 Door Sedan. 
All steel body, 
original hy draulic brakes, flo a t­ 
ing power, safety glass and dual, 
equipm ent 
th ro u g h o u t. 
Motor, 
clutch, 
transm ission, 
d iffe re n ­ 
tial*. real axle, wheel b earin g * 
b rakea and b a tte ry th o ro u g h ly 
checked and adjusted. T ires like 
new. sp a re tire good. Interlor 
clean ae a pin. orig in al beryl 
finish. 


TO D A Y S L O V P R IC E 
$199 OO 


Five 
Way* T o F in an ce 


Choose Y our T erm s 


RAY BIRCH SERVICE 


"Dodge an d P ly m ou th D le tn b u to r1* 


C orner B ro ad w ay and 6th. Ph. 199 


O PEN EVENINGS T IL L 19:0« 


1937 Ford T udor Sedan w ith heater. 
Good paint and tires . . . . . . $$60 


Midland. Pa 
MID-CITY MOTOR CO 
Phc 
hone 616 


64 
Lots 
MAPLE WOOD— L arg e building lot*, 
100x19... Price* a* low a»> $73 w ith 
easy m onthly term s. 
JOHN W. ' MARLTON. 
Phone 1931 


65 
Farm* And Tract* 


5 room u nfurnished ap artm en t, all 
m odern conveniences. Inq uire 126 


Si Jimms Poultry Farm 
Q uality 
d a y 
old 
chick*, 
also 
't a r t e d chick*, a1! age*. U 
S. 
blood teated and approved, also 
s ta te approved. 
Phone 2244 
Ea»t Liverpool 
O 


BE NOT DECEIVED 


Buy R E D COMB CHICK S an d 
g e t w h a t you pay for. Q u ality 
chicks a t h o n est prices. 
Red Comb Hatcheries 
P ho ne D ay 293— N igh t 926 


#iy 
from 
blood 
teated 
a CJ “ w,i!‘X?r£ b r*®d- ** 00 * 
dred. W. I . G ran t Co. 108 E. 6th. 


45 
W anted Livestock 


T Y P E W R IT E R S 
— 
ADDING— MA­ 
CHINES: Sold, Rented, Repaired. 
All 
price* 
reduced. 
G albrea'h! 
Reese 
Je w e lry 
Co., 
E 
5th 
St. 
Phone 257. 
Steam 
table 
for 
sale. 
very 
good 
condition. Reasonable. 
Phone 9100. 
T y p ew riters 
adding 
m achines, 
re- 
P jjrtd . *o!d. rented Reduced rate* 
McC u l l o u g h 
e l e c t r i c 
s t o r e 
Ph. 
_3, 
Gel'v e r ie r 
129 
Ea«t 
4th 


DEAD 
horses 
and 
cows 
rem oved 
free of charge. P hope Salineville 
47 
o r 
Y oungstow n 
65123. 
T he 
Y oungstow n Hide A T allow Co. 
ROOMS AND BOARD 


47 
Sleeping Rooms 
SLE EPIN G room for on* lady. All 
m odern 
conveniences. 
Reference* 
required Inq 810 St. Clair Ave 
ONE sleeping room, next to batK. 
close 
to 
town. 
324 
E a s t 
9th 
St. 


W est T hird St. 
KO A p artm en t— 4 
rooms, 
bath, 
private 
en trance, 
a d u lts 
only. 720 Avondale *>i. 
FOK RENT 
T h ree m odern a p a rtm e n ts of th ree 
room* and bath, located corn er of 
E a st F ifth end 
M arket Rte 
Rent 
#35 and #40. Will he ready for oc­ 
cupancy in about ten days. See 
GEO. H. OW EN A CO. 
Insu ran ce and Real E s ta te A gents 
F latiro n Bldg., 514 W ash in gto n SE 
Phone 49 


84 
Buemeea Property 
STORE room 16x44 and living q u a r ­ 
ter* of 5 rooms, all m odern con­ 
venience*. 
close 
to 
high 
school 
Inquire 416 E. 4th St. 


55 
Farm Property 


K e n t — 18ft acre ’farm , fruit, electric 
etc., on Improved road. W rite Bo* 
R-9 Review. 
____________ 


57 
W anted To Rent 


27 *x 
acre 
farm! 
good 
hou*e, 
and 
spring, school bus service, cheap 
for quick sale. In q u ire C. IL Ben 
der, C larkson, Ohio. 
FUTTS a O 
F arm of 82 acres 
w ith six room 
dwelling, b arn an d g a ra g e on Route 
164 no rth of R oute 39, for 81.u00.00 
cath. Se* 
GEO. H. OW EN A CO 
I I 
Insurance and Real E state A gents 
F latiron Bldg;. $14 W ashington St. 
P ho ne 49 _____________ 
FUR SALE— 46 acre farm in Green# 
township. Price #1000. Inquire of 
Mi * 
M 
A 
I G r k ’.ti* >n 
3221 
4t h 
Ave. or phone 743-U Beaver Fall*, 
Pa. 
H 


J>6 
W anted Real Estate 
SALVATION Army 
unit 
w ants 
to 
b u v building Jo te a r down su it 
abl# for church In Lawrenceville. 
W rite 
Geo. 
E v a BS, 
R. 
F. 
D 
I 
Cheater. 
W 
Va. o r Ph. 2677-W 
a fte r 3:80 p rn. 


FINANCIAL 


«7 
Investm ents 


G entlem an 
with 
car 
desire* 
room 
end boerd in refined home, clote 
to busine** a c t i o n or in Cheeter 
WHt*_ Box B -1 Review. 
W ANTED — & room house, b ath and 
all 
m odern 
conveniences. 
P refer 
residential section. W rite Box A- 
6 *j Review _________ 
(Couple will rent 5 or 6 room m odern 
home In W ellsville. Good 
refe r- 
enc*. W rite Box R-8 Review. 


58 


NEW SYLVIAN H O T EL —820 E 2nd REAL ESTATE—“FOR SALE 
St. Beautiful large m odern s l e e p - , -------------------------------------- 
m g room*. 
$3.00 up. phone a u d 1 
maid service in each room ; Idea! 
for pro fessional people. Also nice. 
u p -to -d ate 
fu rn ish ed 
I. 
2. 
o r I 
room a p artm en ts. By day. week or 
month. P hone 989. 
Y. 
M. c. 
A rT R A V S jfe N T K oS M-B 


birota##. Thorns* A W helan, tnc. 
Stocks. Honda. Passbooks 
2f»9 Little Bldg____________ Phone 671 


68 
Money To Loan 
Need Money—See Us 
COLUMBIANA 
COUNTY 
FINANCE 
CO. GEORGE S TE EL E. Mg*. 
12 Dresden Ave. 
Phone 1074 


NO i4 
"I W A N T M Y K H A R E 
UK L O V E ’ 
You'll 
g et 
more 
titan 
your 
share 
of love lf you drive this 1987 lie 
Koto 
T ou ring 
Coach, 
new 
paint, 
looka an d ru n s like new. 


NO. IO 
' I C R IE D KUR Y O U ” 
I* what you'll say lf you pa** up 
this 
barg ain 
1936 
Ford 
Deluxe 
Tudor, gull g rey sedan. 


Turk Motors 


6th and W aln u t 
Phone 35 
“A fter We Sell. We Serve" 


c a r l o t ---------- 
1936 f o r d Delux.; Sedan, radio aud 
n e i t f r 
........... 
i o n 
«*>« F o rd Coa.dt .................................$ u „ 
1932 ru n t Jar lo a c h 
.............. (ISO 
1707 Penn. Ave. 
P hone 148# . R 
B E TT ER USED CAK VALLE* 
DOUGLASS MOTOR CO. 
CH R Y SLER— PLYMOUTH 
___________$12 W. 4TH KT. 


R & G 


Renewed and Guaranteed 
USED CARS 


1936 
F ord 
Deluxe 
Fordor. 
h eater an d radio. 


1936 Oldsm obile Coach, new 
tlrea, 
low 
m ileage, 
h eater 
and radio. 


D on’t F orget. We Otv* You 
More 


C ITY MOTORS 


"TOUR FORD D E A L E R " 


210 M A RK ET 
PH O N E 174 


A L F R E D T U B E 


Litten's 


193 7 Ply m outh 4 Door Deluxe Tour* 
Dig. 
1937 F o rd T udor T o u ring 
1934 P ly m ou th 4 Door 
El D E M RL MOTOR KER V IC I 
Glenmoor. 
Phone 717-J 


71 
Trucks 


1937 Dodge 4 Door T o urin g Sedan 
ha* larg e spec* in tru nk , equipped 
w ith a radio and heater, tire s very 
good and low mileage. T his car has 
a m aroon finish and looka like n 
Will sell s t barg ain price. 
‘Oldsmobile Dealer’ 
416 E. 6th St. 
Phone 1220 


$20 to $300 LOANS— Money uauaTTy 
aam# day you apply 
No outside 
atgnera. 
Repay m onthly. Reason 
able rates. J u s t phone o r call. 
HOUSEHOLD FINANCE CORP. 
2nd 
FL 
609 
M ark et 
St. 
on 
the 
Diam ond. Phone Main 324 


’e 
cabin et 
mantel, 
UM r u nish- c *» SS 
1»• 
I n o m n so n A ve 
nalr # _ 
— 
mant el , 
golden 
? ? 5 .finish. Call 852-R or inquire 


DIRT for ff’h n r in purposes 
bauli 
Xor 
the 
■ 395-R, 
ling 
away. 
Free 
Phone 


TYPEWRITERS 
Add. "Machines. 
Sold— R ented — 
Repaired, all w o rk g u aran teed 
—low est price In city. W e ta k e 
old machine* as a tra d e -in 
KENNEDY OFFICE 
SUPPLY CO. 
"F o rm e rly Wilaon S tationery" 
104 W. 6th St. 
P hone 2»7 


? , 0° P , r N ’« hf- Shower 
Barb. S w im m ing Pool P rivilege*. 
NURI H 5ID E — I 
lovely 
room, 
all 
conveniences, p rivate home. Some 


Dig Pl! 352 
J ° r *°r hou*e,£e#F ' 


48 
Room a n d Board 
3 G en tltm en t or ladies to room and 
board In p riv ate home. G arag e if 
desired 
Phone 2552-W. 
Do you wa ut lo sell your Real 
E au ta? Want Ads will sell any­ 
thing. Phone 45. 


City Proparty 


r .[t?[fiT.t., P bying A Home S-* 
P E R P E T U A SAVINGS A LOAN 
464 Main St . Welie.________ Phone 44 
F o u r room home, bath, furnace. In- 
diang Avenue. C hester . . . . J2400 OO 
H a n c o c k c o u n t y 
F E D E R A L SAVINGS A LOAN 
C h e a te r W 
Vs 
Phone 2187 
4 rooms, modern, I acre. 
6 rooms, modern. 2 acres. 
4 rooms, bath, la rg e lot, 11,200. 
5 room, modern. 
$ room a p a r tm e n t an d good sto re 
room. Cheap. 
JO H N W. CHA RLTON 
PH. 
1933 
HOUSE of J rooms, bath. hot w ater 
L?iaPtri» ° t * r 1 *c r* * r °und. Lin- 
i n ,f Iilchw*v 
n *a r 
Pleas. 
Hts. 
M 
r ***onabl* to rig h t 
party. P h on e 374. 
* 


AUTOMOBILES 


70 ■ Autom obiles for Sale 
I »37 PLYMOUTH 4 DOOR SEDA5T 
MCGONIGAL SALES 
"Hudeon D eeleF' 
440 W aln u t St. 
Phone 229 


’28 C h ry a lb r S ed an ...........................62o 
’28 C h ry g ler 4 P a a a e n g e r 
C o up e ......................... 
895 
’34 F o rd C o u p e .................................. 1248 
’34 C h e v ro le t S ed an ...................... 1275 
E P P L E Y ’ P 
Cheater. W Va. 
Phone 644 


s e r v i c e 
620 DRESDEN. 
PHONE 689 


Visit The Cafeteria 


Select the c ar of your own choice. 
W ithout auy one to bother you. 
Thie m ethod of selling reduces the 
coat to you. 


1935 
P lym outh Coupe, 
tan 
1195 OU 


1914 Dodge Coupe, m aroon 
$185.00 


1933 
Ford 
$160.00. 


1933 
Ford 
$118.00 


Coupe, 
green 


Coup#, 
black 


1931 C h ev ro let Coupe, black 
• 
$90.00 


All Repairs, Tires. T ubes. Accessories 
Radio*. E lectrical Appliances. P aint. 
Body. F en d sr W o rk on o u r easy pay ­ 
m en t Plan. 
CENTRAL SERVICE 
D odge-P lym o u th D ealer 


1917 
P lym o uth 
Sedan, 
new 
tire#. 
defroster*. 
1935 P o n tia c Sedan 
_ O H IO MOTOR SA LE S 
127 W. 6th St, 


193 7 Ton and a half Ford hydrauU e 
d um p tru ck , new u re a an d m otor. 
A real buy. 
RUNYON C H E V RO LE T CO. 
1 809 Mein St.. We lls. 
Phone 178 
I 19^3 O. M ( \ I H ton tru c k p latfo rm 
body, 
good 
condition, 
b arg ain 
price. 
F I F E MOTOR SALES 
243 W. 6th. 
P hone 467 


73 
A ccessories 
Two 1.25x20 F ireston e tru ck tires. 
Brand new. WHI sell a t a epeclal 
,!5.rK®,n 
fhl* 
w «ek 
only. 
F lI tE - 
8TO N K. 6th co rner Walnut. 
USED T IR ES— A LL b iz ES 


MOLA IN’S 
60o UP. 
PHONE 87 
73 
Repairing—Service 
spend AO cents. Save up to - 25% on 
gasoline. 
Autos 
rebuilt 
and 
re - 
paired. 
All 
m akes 
R e frig era to rs 
refinished, 
. 
SKE DEACON 
Cor 7th A Ja ckson hts. E.L.O. Ph. 386 
_ T R A IL E R S AND W ELDING 
W a l t e r s a u t o b l a c k s m i t h 
Open Evenings, 
n o g . Church Alley 
A C arbon and Vaiv# Job will m ake 
_ tfte old m otor run like new. 
CALCUTTA MOTOR CO. Ph. 134T-R-1 
W E a re equipped to clean rad iators 
and ato p botling w ith ou t rem oving 
ra d ia to r from car. 
NAYLOR SERVICE GARAGE 
J04 R ural Lane. 
Phone 22_* 
■£x £ e Ll SERVICE GA ft AOS 
General Repair. 
107 Well* Ave. 
B attery A Ignition 
_______ 
WellevlilA Ohio 


74 
Auto W recking 
& VER POOL 
AUTO— wTR E C a B K 
I . 
Any P art for Any C ar 
TIRES. BATTERIES. AUTO GLASS 
IU7, r>r®,dfttl Av»_________ Phone 1013 
H lf lh E S T prices paid fo r old car* 
to 
be 
wrecked. 
B erm an. Auto 
ta pa 
wrecked 


n 
» 
i n 
n F t £ S * s C* ' ' , i t 
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EAST LIVERPOOL RETTEW 
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ACROSS 
I. Until a nor* 
advaoc«d 
hour 
I. Explosive da­ 
vies 
19. Rand forth 
Ii. Road 
IS. ©peratto. solo 
Ii. Greater amount 
17. City In Massa­ 
chusetts 
It. Niter 
Lofty 
32. Capital of Mob- 
tana 
St. Wife of Gar* 
aint in 
"Idylls of the 
Kina’* 
Si. Speake from 
memory 
St. Pulvariaen 
SS. Vast rt (cion of 
central 
Africa 
, __ 
Si. Belonging to ua&L I rn aggress toga 
SO. Wander 
SS. Fragrances 
It. Mora recently b3> strange 
Ii. Fuse<,Uir 
M- “•“.eft in*‘ °' 
17. Thor* who to* 
again 
stall the 
13* Picture formed 
cordage eye- 
by a lane 
tem of a vee* fin. .short Jacket 
aet 
t». The hart* eve 
40. Strained to a 
high pitch 
l l Unaspirated 
ti. Minute particle 


it. Ireland 
CX Title of the 
ruler of 
Abyssinia 
63. Bar of a 
knock-down 
44. Narrow fabric# 
soap frame 
ii. Girdles 
it. Corded fabrics 
ll Parts of th# 
6it. Item of proper- 
mouth 
tv 


DOWN 
1. Bs defeated 
2. Pertaining to 
grandparents 
I. California bul­ 
rush 
4. Football teem* 
k. Recommit or 
send beck 
i. Founded 
* 
7. Toward the 
mouth 
I. Unit of wire 
measure­ 
ment 
9. I .avert 
IO. Feminine name 


IL Religious must* 
cal compo­ 
sition 
12. Goddess of 
peace 
IS. Monster 
19. Nuts of a cer­ 
tain variety 
St. Jewish month 
"1. Cud 
?:>. Butt of the Joke 
24. Impolite 
37. Metal 
21. Wise men 
SI. Makes eyes 
33. In the company 
a of 
34. Ba cc Ha na I tan 
cry 
SS. Strikes vio­ 
lently 
ST. llanos 
31. Sn beta net used 
In making 
varnish 
41. Paris of certain 
flowers 
IX Takes for 
granted 
4%. Annoy 
47. Any Inflamma­ 
tory affection 
of the throat 
it. Peels 
44. Mountain ridge 
bo. Plant supposed 
to cause for­ 
getfulness 
when eaten: 
variant 
ii. Indications 
63. Cut with a 
single stroke 
bt. Kails behind 
fir., Malarial fever 
bi. Repose 
b l Anger 
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THE LETTER SAYS HE W A N TS 
"TO SEE YOU ! HE S A ID TO HAVE 
A ll& H T BURNING IM T H E 
F R O N T W IN D O W IF HE S T O 
DROP IN/ SO I PD T A 
LlZgHT BY THE 
W IN D O W ! 


CASPER 
t h a t s No t 
FAIR*. W H Y 
DIDN T YOU 
LET H E 
HANDLE 
THIS ? 


# 
JI 


TH E 
DOORBELL 


, s 
i 
R IN Z rlN L f! 
H E 'S 
a r r iv e d ! 


PLEASE DONT 
MAKE A SCENEJ 
HE THINKS I’M 


s i n g l e - J u s t 
TE LL HIM I'M 
m a r r ie d AND 
THAT W IL L 
‘ END 


By Jimmy Murphy 


Y e s , -t o o t s ie s , 
UNKNOWN ADMIRER 
IS AT T H E DOOR- 


IMMV MdRPHV^L2o 


LITTLE ANNIE ROONEY 


AND TO MORROW 
W E LL S E E HIM 
IN PERSON. 


By Darrell MCCLURE 


Rent, Sell, Buy, Exchange 
Through The Want Ads. 


AB I WAS SAY I KIO — I SAW YOUR FRIEND. 
M P S . RODWELL- WARDE., VE ST EOD AV IKJ A 
DEPARTMENT S T O S E -1 WAS VERY MOCH 
IM PRESSED B y NBR K IN D N ESS - im SPITE 
OF HEO WEALTH AMD SOCIA!- POSCH OM, 
SHE SPOKE."TO A 
SHOPGIRL A S 
-THOUGH THE. 
POOR GIRL 
WERB HER 
EQUAL 


«'«N <g»eea 
vt 
'"Cm, 


G E E , MR BARMES — DID NOU S E E HOW MICE 
MRS- PLOWERS TALKED TO ME J*SHE AIMT 
MAD AT M E NO MORE AM' HER PET DOG 
ONLY BA RK ED AT M E A LITTLE BIT— 
--------- ,-----/jfchn, IT ALWA/5 USED TO 


IV— / — -3 ^ 


VEO -5IN C E MRS. FLOW ERS DISCOVERED 
SOU h a v e RICH AND POWERFUL. 
F R O N D S HER ATTITUDE HAS CM AMG ED 
— SHE SE E M S WILLIMG TO FORGET 
AMD FORGIVE MOU TOR ALL f 
T H E CRUEL- AMD UMKIND 
THIMGS s h e t r i e d t o d o 
|0 TO VOO IN THE RAST 


s 


